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Obfervations on different Kinds of Air. By 
Jofeph Prieftley, LL. D.F. R. S. 



Read March;, rpHE following obfervations on the 
n,i 9 ,a6, i 77 a. p ropert i es 0 f f CV eral different kinds 
of air, I am fenliblc, are very imperfect, and fome of 
the courfes of experiments are incomplete; but a 
confiderable number of facts, which appear to me 
to be new and important, are fufficiently afcertained ; 
and I am willing to hope, that when philofophcrs 
in general are apprized of them, fome perfons may 
be able to purfue them to more advantage than my- 
felf. I therefore think it my duty to give this So- 
ciety an account of the progrels I have been able to 
make ; and 1 fhall not fail to communicate any far- 
ther lights that may occur to me, whenever I re fume 
thefe inquiries. 

In writing upon this fubject, I find myfelf at a 
lofs for proper terms, by which to diftinguim the 
different kinds of air. Thofe which have hitherto 
obtained are by no means fufhcientiy characterise, 
or diftinct. The terms in common ufe are, fixed air, 
mephitic, and inflammable. The laA, indeed, fuffi- 
cidntly characterizes and diftinguifhes that kind of 
air which takes fire, and explodes on the approach 
of flame ; but it might have been termed fixed with 
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as much propriety as that to which Dr. Black and 
others have given that denomination, fince it is ori- 
ginally part of fome folid fubftance, and exifts in an 
unelaftic ftate, and therefore may be alfo called fac- 
titious. The term mephitic is equally applicable to 
what is called fixed air, to that which is inflammable, 
and to many other kinds, fince they are equally 
noxious, when breathed by animals. Rather, how- 
ever, than to introduce new terms, or change the 
lignirlcation of old ones, I (hall ufc the term fixed 
air, in the fenfe in which it is now commonly ufed> 
and diftinguifh the other kinds by their properties, op 
ibme other periphrafis. I (hall be under a necefllty, 
however, of giving a name to one fpecies of air, to 
whieh no nimt was given before, 
/ - 

Of PIXED AIR. 

Fixed air is that which is expelled by heat from 
lime, and other calcareous fubftances, and, when 
deprived of which, they become quick-lime. It is 
alio contained in alkaline falts, and is generated in 
great quantities from fermenting vegetables j and 
being united with water, gives it the principal pro-? 
perties of Pyrmont-water. This k'md of air is alfo 
well known to be fatal to animals } and Dr. Mac* 
btide has demonftrated, that it checks of prevents 
putrefaction. 

Living for lbme time in the neighbourhood of a 
public brewery, I was induced to make a few expe* 
riments on this kind of air, there being always t 
l i rge body of it, ready formed, upon the furface of 
the fermenting liquor, generally about nine inches 
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or a foot in depth, within which any kind of fub- 
. fiance may be very conveniently placed j and though 
it mu(i be continually mixing with the common air, 
and is far rrom being perfedly pure,, yet there is a 
conflant fupply from the fermenting liquor, and it is 
pure enough lor many purpofes. ' 

A perfon, who is quite a ftranger to the properties 
of this kind of air, would be agreeably amufed with 
extinguifliing. lighted candles, or chips of wood in it, 
as it lies upon the furface of the fermenting liquor ; 
for the fmoke readily unites with this kind of air, 
probably by means of the water which it contains; 
lb that very little or none of the fmoke will efcape 
into the open air, which is incumbent upon it. It 
is remarkable, that the upper furface of this fmoke, 
floating in the fixed air, is fmooth, and well defined ; 
whereas the lower furface is exceedingly ragged, fe- 
vcral parts hanging down to a confiderable diitance 
within the body of the fixed air, and fometimes in 
the form of balls, connected to the upper ftratum by 
ilender threads, as if they were fufpended. The 
fmoke is alfo apt to form itfelf into broad flakes, 
parallel to the furface of the liquor, and at different 
diftances from it, exadlly like clouds. Thel'e ap- 
pearances will fometimes continue above an hour, 
with very -little variation. When this fixed air is 
very ftrong, the fmoke of a fmall quantity of gun- 
powder fired in it will be wholly retained by it, no 
part elcaping into the common air. 

Making an agitation in this air, the furface of it, 
•which ftill continues to be exaclly defined, is thrown 
into the form of waves, which it is very amufing to 
look upon ; and if, by this agitation, any of the fixed 
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air be thrown over the fide of the veflel, the fmoke, 
which is mixed with it, will fall to the ground, as if 
it was fo much water, the fixed air being heavier than 
common air. 

The red part of burning wood was cxtinguifhed in 
this air, but I could not perceive that a red-hot poker 
was fooner cooled in it. 

Fixed air does not inftantly mix with common air. 
Indeed, if it did, it could-not be caught upon the . 
fermenting liquor ; for a candle put under a large 
receiver, and immediately plunged very deep below 
the furtace of the fixed air, will burn fome time. 
But vcfii-ls with the fmalleft orifices, hanging with 
their mouths downwards in the fixed air, will in 
time have the common air, which they contain, per- 
fectly mixed with it. When the fermenting liquor 
is contained in veflels clofe covered up, the fixed air 
is rendered much ftrongcr, and then it readily affects 
the common air which is contiguous to it ; fo that, 
upon removing the cover, candles held at a con- 
fiderable diftance above the furface will inftantly go 
out. I have been told by the workmen, that this 
will fometimes be the cafe, when the candles are 
held more than half a yard above the mouth of the 
veflel. 

Fixed air unites with the fmoke of refin, fulphur, 
and other electrical fubflances, as well as with the 
vapour of water j and yet, by holding the wire of a 
charged phial among thefe fumes, 1 could not make 
any electrical atmofphere, which furprized me a 
got d deal, as there was a large body of this fmoke, 
and it was fo confined, that it could not efcape me. 
1 alio held fome oil of vitriol in a glafs veflel within 
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the fixed air, and by plunging a piece of red hot 
glafs into it, raifed a copious and thick fume. This 
floated upon the furface of the fixed air like other 
f umes, and continued as long. 

Confidering the near affinity between water and 
fixed air, I concluded that if a quantity of water was 
placed near the yeaft of the fermenting liquor, it 
could not fail to imbibe that air, and thereby acquire 
the principal properties of Pyrmont, and other tnc- 
dicinal mineral waters. Accordingly, I found, that 
when the furface of the water was confiderable, it 
always acquired the pleafant acidulous tafte that 
Pyrmont water has. The readied way of impreg- 
nating water with this virtue, in thefe circumftances, 
is to take two vcflels, and to keep pouring the water 
from one into the other, when they are both of them 
held as near the yeall as poflible j for by this means 
a great quantity of furface is expofed to the air, 
and the furface is alfo continually changing. In this 
manner, I have fometimes, in the fpace of two or 
three minutes, made a glafs of exceedingly pleafant 
fparkling water, which could hardly be diftinguifhed 
from very good Pyrmont. 

But the mofl effectual way of impregnating water 
with fixed air is to put the veflels which contain the 
water into glafs jars, filled with the purcft fixed air, 
made by the folution of chalk in diluted oil of vitriol, 
ftanding in quickfilver. In this manner I have, in 
about two days, made a quantity of water to imbibe 
more than an equal bujk of fixed air, fo that, ac- 
cording to Dr. Brownrigg's experiments, it mud have 
been much ftron^cr than the beft imported Pyrmont •, 
for though he made his experiments at the fpring 
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head, he never found that it contained quite fo much 
as half its bulk of this air. If a fufficient quantity 
of quickfilver cannot be procured, oil may be ufed 
with fufficient advantage, for this purpofc, as it im- 
bibes the fixed air very flowly. Fixed air may be 
kept in veffels {landing in water for a long time, if 
they be feparated by a partition of oil, about half an 
inch thick. Pyrmont water made in thefe circum- 
• fiances, is little or nothing inferior to that which has 
flood in quickfilver. 

The readiejl method of preparing this water for 
ufe is to agitate it ftrongly with its whole furface ex- 
pofed to the fixed air. By this means alfo, more than 
an equal bulk of air may be communicated to a 
large quantity of water in the fpace of a few mi- 
nutes. Eafy directions for doing this I have publilhed 
in a fmall pamphlet, defigned originally for the ufe 
of feamen in long voyages, on the preemption that 
it might be of ufe for pi eventing or curing the fea 
fcurvy, equally with wort, which was recommended 
by Dr. Macbride for this purpofc, on no other ac- 
count than its property of generating fixed air, by 
its fermentation in die ftomach. 

Water thus impregnated with fixed air readily 
diffolves iron, as Mr. Lane has difcovercd fo that if 
a quantity of iron filings be put to it, it prefently 
becomes a ftrong chalybeate, and of the mildeft and 
ir.ofl agreeable kind. 

I have recommended the ufe of chalk and oil of 
vitriol as the cheapeft, and, upon the whole, the beft 
materials for this purpofe; and whereas fome perfons 
had fufpected that a quantity of the oil of vitriol 
was rendered volatile by this procefs, I examined it 
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by all the chemical methods that are in ufe j but 
could not find that water thus impregnated con- 
tained the leaft perceivable quantity of the acid. 

Mr. Hey, indeed, who alfifted me in this exami- 
nation, found that diftilled water, impregnated with 
fixed air, did not mix fo readily with foap as the di- 
ftilled water itfelf j but this was alfo the cafe when 
the fixed air had parted through a long glais tube 
filled with alkaline falts, which, it may be fuppofed, 
would have imbibed any of the oil of vitriol that 
might have been contained in that air*. 

It is not improbable but that fixed air itfelf may 
be of the nature of an acid, though of a weak and 
peculiar fort. Mr. Bergman of Upfal, who honoured 
me with a letter upon the fubjecl, calls it the aerial 
acid, and, among other experiments to prove it to be 
an acid, he fays that it changes the blue juice of 
tournefole into red. 

The heat of boiling water will expel 1 all the fixed 
air, if a phial containing the impregnated water be 
held in it; but it will often require above half an 
hour to do it completely. 

Dr. Percival, who is particularly attentive to every 
improvement in the medical art, and who has 
thought fo well of this impregnation as to prefcribe 
it in fevcral cafes, informs me that it feems to be 
much flronger, and fparkles more, like the true 
Pyrmont water, after it has been kept ibme time, 
This circuraftance, however, (hews that, in time, the 
fixed air is more eaJGly difengaged from the water, and 

* An account of Mr. Hcy's expeiimcnts will be found in the 
Appendix to thefc papers. 
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though, in this ftate, it may affedr. the tafte more 
fenlibly, it cannot be of Co much ufe in the ftomach 
and bowels, as when the air is more firmly retained 
by the water, though, in confequence of it, it be 
lefs fenfible to the tafte. 

By the procefs dcfcribed in my pamphlet, fixed 
air may be readily incorporated with wine, beer, and 
almoft any other liquor whatever ; and when beer, 
wine, or cyder, is become flat or dead (which is the 
confequence of the cfcape of the fixed air they con- 
tained) they may be revived by this means ; but the 
delicate and agreeable flavour, or acidulous tafte, 
communicated by fixed air, and which is very mani- 
feft in water, can hardly be perceived in wine, or 
any liquors which have much tafte of their own. 

I fhould think that there can be no doubt, but 
that water thus impregnated with fixed air muft have 
all the medicinal virtues of genuine Pyrmont water ; 
fince thefe depend upon the fixed air it contains. If 
the genuine Pyrmont water derives any advantage 
from its being a natural chalybeate, this may alfo be 
obtained by providing a common chalybeate water, 
and ufing it in thefe procefles, inftead of common 
water. 

Having fucceeded fo well with this artificial Pyr- 
mont water, I imagined that it might be poflible to 
give ice the fame virtue, efpccially as cold is known 
to promote the abforption of fixed air by water j 
but in this I found myfelf quite miftaken. I put 
feveral pieces of ice into a quantity of fixed air, 
confined by quickfilver, but no part of the air was 
abforbed in two days and two nights; but upon 
bringing it into a place where the ice melted, the air 
2 . was 
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was abforbed as ufual. I then took a quantity of 
ftrong artificial Pyrmont water, and, putting it into 
a thin glals phial, I fet it in a pot that was filled 
with fnow and fait. This mixture inftantly freezing 
the water that was contigoous to the fides of the 
glafs, the air was difcharged plentifully, fo that I 
catched a confiderable quantity, in a bladder tied to 
the mouth of the phial. I alio took two quantities 
of the fame Pyrmont water, and placed one of 
them where it might freeze, keeping the other in . 
a cold place, but where it would not freeze. This 
retained its acidulous tafte, though the phial which 
contained it was not corked > whereas the other, 
being brought into the fame place, where the ice 
melted very flowly, had at the fame time the tafte of 
common water only. That quantity of water 
which had been frozen by the mixture of fnow and 
falft, was almoft as much like fnow as ice, fuch a 
quantity of air bubbles were contained in it, by 
which it was prodigioufly increafed in bulk. 

The preffure of the atmofphere aflifts very con- 
fiderably in keeping fixed air confined in water j for 
in an exhausted receiver, Pyrmont water will abfo- 
lutcly boil, by the copious discharge of its air. This 
is alfo the reafon why beer and ale froth fo much in 
vacuo. I do not doubt, therefore, but that, by the 
help of a condenfing engine, water might be much 
more highly impregnated with the virtues of the 
Pyrmont fpring, and it would not be difficult to 
contrive a method of doing it. 

The manner in which I made feveral experiments 
to afcertain the abforption of fixed air by different 
fluid fubftances was to put the liquid into a difh, 
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and holding it within the body of the fixed air it 
the brewery, to fet a glafs vcffel into it, with its 
mouth inverted. This glafs being neceflarily filled 
with the fixed air, the liquor would rife into it when 
they were both taken into the common air, if the 
fixed air was abforbed at all. 

Making ufe of ether in this manner, there was a 
conftant bubbling from under the glafs, occafioned 
by this fluid eafily rifmg in vapour, fo that I could 
not, in this method, determine whether it imbibed 
the air or not. I concluded, however, that they did 
incorporate, from a very diiagrccable circumstance, 
which made me defift from making any more expe- 
riments of the kind. For all the beer, over which 
this experiment was made, contracted a peculiar 
tafte, the fixed air impregnated with the ether being, 
I fuppofe, again abforbed by the beer. L have alfo 
obferved, that water which remained a long time 
within this air has fometimes acquired a very dis- 
agreeable tafte. At one time it was like tar-water. 
How this was acquired, I was very defirous of mak- 
ing fome experiments to afcertain,. bur I' was dis- 
couraged by the fear of injuring the fermenting 
liquor. It could not come from the fixed air only* 

Having imagined that fixed air coagulated the 
blood in the lungs of animals, and thereby caufed 
inftant death ; I fuffocated a cat in this kind of air, 
and examining the lungs prefently after,, found them 
collapfed and white, having little or no blood in 
them. 

In order to try theeffe<5t of this air upon the blood 
itfelf, I took a quantity from a fowl juft killed, and 
divided it into two parts„holding one of them within 

the 
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the fixed air, and the other in the common air, and 
obferved that the former was coagulated much fooner 
than the latter. This I could wifh to have tried 
again. 

Infects and animals which breathe very little are 
ft i fled in fixed air, but are not foon quite killed in 
it. Butterflies, and flies of other kinds, will gene- 
rally become torpid, and feemingly dead, after being 
held a few minutes over the fermenting liquor j but 
they revive again after being brought into the fieih 
air. But there are very great varieties with rcfpect 
to the time in which different kinds of flics will 
either become torpid in the fixed air, or die in it. 
A large Arong frog was much iivcllcd, and feemed 
to be nearly dead, after being held about fix minutes 
over the fermenting liquor ; but it recovered upon 
being brought into the common air. A fnail 
treated in the fame manner died prefently. 

Fixed air is prefently fatal to vegetable life. At 
leaft fprigs of mint, growing in water, and placed 
over the fermenting liquor, will often become quite 
dead in one day, or even in a lefs fpace of time ; 
nor do they recover when they are afterwards 
brought into the common air. I am told, however, 
that Tome other plants are much more hardy in this 
refpect. 

A red rofe, frefli gathered, loft its rednefs, and be- ' 
came of a purple colour, after being held over the 
fermenting liquor about twenty-four hours ; but the 
tips of each leaf were much more affected than the 
reft of it. Another red rofe turned perfectly white 
in this fituation ; but various other flowers, of differ- 
ent colours, were very little affected. Thefe expe- 
riment! 
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riments were not repeated, as I wifti they might be 
done, in pure fixed air, extracted from chalk by 
means of oil of vitriol. 

For every purpofe, in which it was neceiTary that 
the fixed air (hould be as unmixed as poflible, I 
generally made it by pouring oil of vitriol upon chalk 
and water, catching it in a bladder, fattened to the 
neck of the phial, in which they were contained, 
taking care to prefs out all the common air, and alfo 
the firft, and fometimes the fecond, produce of fixed 
air j and al(b, by agitation, making it as quickly as 
I poffibly could. At other times, I made it pafs 
from the phial in which it was generated through a • 
glafs tube, without the intervention of any bladder, 
which, as I found by experience, will not long make 
a fufficient feparation between feveral kinds of air and 
common air. 

I had once thought that the readied method of 
procuring fixed air, and in fufficient purity, would 
be by the fim^le procefe of burning chalk, or 
pounded lime-ftone in a gun-barrel, making it pafs 
through the ftem of a tobacco-pipe, or a glafs tube 
carefully luted to the orifice of it } and in this man- 
ner I find that air is produced in great plenty ; but, 
upon examining it, I found, to my very great furprize, 
that little more than one half of it was fixed air, 
capable of being abforbed by water j and that the 
reft was inflammable, fometimes very weakly, but 
fometimes pretty highly fo. Whence this inflam- 
mability proceeds, I am not able to determine, the 
lime or chalk not being fuppofed to contain any t 
other than fixed air. I conjecture, however, that it 
muft proceed from the iron, and the feparation of it 
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from the calx may be promoted by that fmall quan- 
tity of oil of vitriol, which I am informed is con- 
tained in chalk, if not in limc-ftone alfo. But it is 
an objection to this hypothefis, that the inflammable 
air produced in this manner burns blue, and not at 
all like that which is produced from iron, or any other 
metal, by means of an acid. It has alfo the fmell 
of that kind of inflammable air which is produced 
from vegetable fubftances. Befides, oil of vitriol 
without water, will not diffolve iron ; nor can inflam- 
mable air be got from it, unlefs the acid be consi- 
derably diluted and when I mixed brimftone with 
the chalk, neither the quality nor the quantity of the 
air was changed by it. Indeed no air, or permanently 
claftic vapour, can be got from brimftone, or any 
oil. 

In the method in which I generally made the 
fixed air, and indeed always, unlefs the contrary be 
particularly mentioned, viz. by diluted oil of vitriol 
and chalk, I found by experiment that it was as pure 
as Mr. Cavendifh made it. For after it had pafTed 
through a large body of water in fmall bubbles, ftill 
or ^ part only was not abforbed by water. In 
order to try this as expeditioufly as poflible, I kept 
pouring the air from one glals veflel into another, 
immerfed in a quantity of cold water, in which 
manner I found by experience, that almoft any 
quantity may be reduced as far as poflible in little 
more than a quarter of an hour. 

At the fame time that I was trying the purity of 
my fixed air, I had the curiolity to endeavour to 
afcertain whether that part of it which is not mif- 
fcibie in water, be equally ditiufed through the whole* 
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mafs ; and, for this purpofc, I divided a quantity of 
about a gallon into three parts, the fir ft confining of 
that which was uppermoft, and the laft of that which 
was the loweft, contiguous to the water; but all 
thcfe parts were reduced in about an equal propor- 
tion, by pafli ng through the water, fo that the whole 
mafs had been of an uniform compoGtion. This I 
have alio found to be the cafe with feveral Jdnds of 
air, which will not properly incorporate. 

A moufe will live very well, though a candle will 
not burn, in the reGduum of the pureft fixed air that 
I can make; and I once made a very large quantity 
for the fole purpofe of this experiment. This, there- 
fore, feems to be one inftance of the generation of 
genuine common air, though vitiated in fome de- 
cree. It is alfo another proof of the reGduum of 
Jixcd air being, in part at Ieaft, common air, that it 
becomes turbid, and is diminiflied by the mixture of 
nitrous air, as will be explained hereafter. 

That fixed air only wants fome addition to make it 
permanent, and immilcible with water, if not, in all re- 
fpecls, common air, J have been led to concludc, front 
ieveral attempts which I once made to mix it with 
air, in which a quantity of iron filings and brim- 
flone, made into a parte with water, had flood ; for, 
in feveral mixtures of this kind, I imagined that not 
.much more than half of the fixed air could be im- 
bibed by water j but, not being able to repeat the 
experiment, I conclude that I either deceived myfelf 
in it, or that i overlooked fome circumftance on 
which the fuccefs of it depended. 

Thefe experiments, however, whether they wete 
fallacious or otherwile, induced me to try whether 
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any alteration would be made in the conftitunon of* 
fixed air, by this mixture of iron filings and brim- 
ftone. I therefore put a mixture of this kind into a 
quantity of as pure fixed air as I could make, and 
confined the whole in quickfilver, left the water 
mould abforbe it before the effccls of the mixture 
could take place. The confequence was, that the 
fixed air was diminiflied, and the quickfilver rofe in the 
▼eflTel, till about the fifth part was occupied by it ; and, 
as near as I could judge, the procefs went on, in all 
refpecls, as if the air in the infide had been common 
air. 

What is moft remarkable, in the refult of this ex- 
periment, is, that the fixed air, into whicli this mix- 
ture had been put, and which had been in part di- 
minimed by it, was in part alfo rendered inlbluble 
in water by this means. I made this experiment 
four times, with the greateft care, and obferved, 
that in two of them about one fixth, and in the 
other two about one fourteenth, of the original 
quantity, was fuch as could not be abforbed by wa- 
ter, but continued permanently elaftic. Left I mould 
have made any miftake with refpedt to the purity of 
the fixed air, the laft time that I made the experi- 
ment, I fct part of the fixed air, which I made ufe 
of, in a feparate veficl, and found it to be exceed- 
ingly pure, fo as to be almoft wholly abforbed by 
water ; whereas the other part, to which I had put 
the mixture, was far from being fo. 

In one of thefe cafes, in which fixed air was made 
immifcible with water, it appeared to be not very 
noxious to animals ; but in another cafe, a moufe 
died in it pretty foon. 

C As 
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As the iron is reduced to a calx by this procefs, 
I once concluded, that it is phlogifton that fixed air 
wants, to make it common air ; and, for any thing 
I yet know, this may be the cafe, though I am ig- 
norant of the method of combining them ; and when 
I calcined a quantity of lead in fixed air, in the man- 
ner which will be defcribed hereafter, it did not feem 
to have been lefs foluble in water than it was before. 

ir. 

Of Air in which a candle, or brimstone, 

HAS BURNED OUT. 

It is well known that flame cannot fubfift long 
without change of air, fo that the common air is 
neccflTary to it, except in the cafe of fubftanees, into 
the compofition of which nitre enters j for rhefe will 
burn in vacuo, in fixed air, and even under water, 
as is evident in fome rockets, which are made for 
this purpofe. The quantity of air which even a 
frnall flame requires to keep it burning is prodi- 
gious. It is generally faid, that an ordinary candle 
confumes, as it is called, about a gallon in a 
minute. Confidering this amazing confumption 
of air, by fires of all kinds, volcano's, &c. it be- 
comes a great object of philofophical inquiry, to as- 
certain what change is made in the conftitution of 
the air by flame, and to dtfeover what provifion there 
is in nature for remedying the injury which the at- 
mofphere receives by this means. Some of the fol- 
lowing experiments will, perhaps, be thought to 
throw a little light upon the fubjetf. 

The. 
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The diminution of the quantity of air in which a 
candle, or brimftone, has burned out, is various j 
but I imagine that, at a medium, it may be about 
one fifteenth, or one fixteenth, of the whole ; about 
one third as much as by animals breathing it as long 
as they can, by animal or vegetable fubftances 
putrifying in it, by the calcination of metals, or by 
a mixture of fleel filings and pounded brimllonc 
ftanding in it. 

I have fometimes thought, that flame difpofes the 
common air to depofit the fixed air it contains ; for 
if any lime-water be expofed to it, it immediately 
becomes turbid. This is the cafe, when wax candles, 
tallow candles, chips of wood, fpirit of wine, aether, 
and every other fubftance which I have yet tried, 
except brimftone, is burned in a clofc glafs velTel, 
flan ing in lime-water. This precipitation of fixed 
air (if this be the cafe) may be owing to fomething 
emitted from the burning bodies, which has a ftronger 
affinity with the other constituent parts of the atmo- 
ipherc. 

If brimftone be burned in the fame circum- 
ftances, the lime-water continues tranfparent, but 
ftill there may have been the fame precipitation 
of the fixed part of the air ; but that, uniting with 
the lime and the vitiiolic acid, it forms a lelenetic fait, 
which is foluble in water. Having evaporated a 
quantity of water thus impregnated, by burning 
brim (lone a great number of times over it, a whitifh 
powder remained, which had an acid tafte; but re- 
peating the experiment with a quicker evaporation, 
the powder had no acidity, but was very much like 
chalk. The burning of brimftone but once over a 

C z quantity 



[ 20 ] 

quantity of lime-water, will afreet it in fuch a man- 
ner, that breathing into it will not make it turbid, 
which otherwise it always prefently does. 

Dr. Hales fuppofed, that by burning brimfrone 
repeatedly in the fame quantity of air, the diminu- 
tion would continue without end. But this I have 
frequently tried, and not found to be the cafe. In- 
deed, when the ignition has been imperfect in the 
firft inftance, a fecond firing of the fame fubftanc* 
will increafc the effect of the firft, &c. but this pro- 
grefs foon ceafes. In many cafes of the diminution 
of air, the effect is not immediately apparent, even 
when it ftahds in water ; for fomctimes the bulk of 
air will not be much reduced, till it has pafled fe- 
veral times through a quantity of water, which has 
thereby a better opportunity of abforbing that fluid 
part of the air, which had not been perfectly de- 
tached from the reft. I have fometimes found a 
very great reduction of a mafs of air, in confequence 
of palling but once thorough cold water. If the air 
has ftood in quickfilver, the diminution is generally 
inconfiderable, till it has undergone this operation, 
there not being any fubftance expofed to the air that 
could abforb any part of it. 

I could not find any confiderable alteration in the 
fpecific gravity of the air, in which candles, or brim- 
ftone, had burned out. I am fatisfied, however, 
that it is not heavier than common air, which muft 
have been manifeft, if fo great a diminution of the 
quantity had been owing, as Dr. Hales and others 
fuppofed, to the elafticity of the whole mafs being 
impaired. After making feveral trials for this pur- 
pofe, I concluded that air, thus diminimed in bulk, 

is 
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is rather lighter than common air, which favours the. 
fuppofition of the fixed, or heavier part of the com- 
mon air, having been precipitated. 

An animal will live nearly, if not quite as long,, 
in air in which candles have burned out, as in com- 
mon air. This fa& furprized me very greatly, having 
imagined that what is called the confump;ion of air 
by flame, or refpiration, to have been of the fame 
nature but I have fince found, that this fail has 
been obferved by many perfons, and even fo early 
as by Mr. Boyle. I have alfo obferved, that air in 
which brimftone has burned, is not in the lead in- 
jurious to animals, after the fumes, which at firlt 
make it very cloudy, have intircly fubfided. 

Having read, in the Memoirs of the Society at 
Turin, Vol. I. p. 41. that air in which candles had 
burned out was perfectly reftored, fo that other 
candles would burn in it again as well as ever, after 
having been expofed to a confiderable degree of 
cold, and likewife after having been comprefled in 
bladders (for the cold had been fuppofed to have 
produced this effect by nothing but condenfation) : 
I repeated thefe experiments, and did, indeed, find, 
that, when I compreffed the air in bladders, as the 
Count de Saluce, who made the obfervation, had 
done, the experiment fucceeded : but having had 
fufficient reafon to diftruft bladders, I comprefled 
the air in a glafs vcflel (landing in water; and then 
I found, that this procefs is altogether ineffectual for 
the purpofc. I kept the air comprefled much more,, 
and much longer,, than he had done, but without 
producing any alteration in it. I alfo find, that a 
greater degree of cold than that which he applied, and 
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of longer continuance, did by no means reftore this 
kind of air : for when I have expofed the phials which 
contained it a whole night, in which the froft was 
very intenfc } and alfo when I kept it lurrounded with 
a mixture of fnow and fait, I found it, in all re- 
ipcdts, the Time as before. 

It is alfo advanced, in the fame Memoir, p. 41. 
that heat only, as the reverfc of cold, renders air 
unlit for candles burning in it. But I repeated the 
experiment of the Count for that purpoie, without 
finding any luch effect from it. 1 alio remember thnt, 
many years- ago, I filled an exhaulted receiver with 
air, that had paffed through a glafs tube made 
red -hot, and found that a candle would burn in it 
perfectly well. Alfo, rarefaction by the air-pump 
does not injure air in the leaft degree. 

Though this experiment failed, I flitter myfclt 
that I have accidentally hit upon a method of re- 
ftoring air which has been injured by the burning 
of candles, and that I have difcovercd at leaft one 
of the reftoratives which nature employs for this 
purpofc. It is vegetation. In what manner this pro- 
cei's in na'ure operates, to produce lb remarkable an 
effect, I do not pretend to have difcovered; but a 
number of facts declare in favour of this hypothefis. 
1 fhall introduce my account of them, by reciting 
fome of the obfervations which 1 made on the grow- 
ing of plants in confined air, which led to this dif- 
covery. 

One might have imagined that, fince common 
air is neceffary to vegetable, as well as to animal 
life, both plants and animals had affected it in the 
lame manner, and I own I had that expectation, 
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when I firft put a fprig of mint into a glafs-jaiy 
{landing inverted in a veffel of water; but when it 
had continued growing there for fome months, I 
found that the air would neither extinguifh a candle, 
nor was it at all inconvenient to a moufe, which L 
put into it. 

The plant was not affected any otherwife than 
was the neceflary confequencc of its confined fixa- 
tion ; for plants growing in feverai other kinds of air, 
were all affected in the very fame manner. Every 
fuccefiion of leaves was more diminiflied in fize than> 
the preceding, till, at length, they came to be no 
bigger than the heads of pins. The roet decayed, 
and the ftalk alfo, beginning from the root; and yet 
the plant continued to grow upwards, drawing its 
nourifhmcnt through a black and rotten ftem. In 
the third or fourth fet of leaves, long hairy filaments 
grew from the infertion of each leaf, and fometimes 
from the body of the ftem, (hooting out as far as 
the vefiel in which it grew would permit, which, in 
my experiments, was about two inches. In this 
manner a fprig of mint lived, the old Item decaying,, 
and new ones mooting up in its place, but lefs and. 
lefs continually, all the fummer feafon. 

In repeating this experiment, care muft be taken, 
to draw away all the dead leaves from about the 
plant, left they mould putrefy, and affect the air. 
I have found that a frem cabbage leaf, put under a. 
glafs venel filled with common air, for the fpace of 
one night only, has fo far affected the air, that a. 
candle, would not burn in it the next morning, and. 
yet the leaf had not acquired any fmcll of putrefac- 
tion., i. 

Einding 



. C 24 3 . 

Finding that cindles burn very well in air in 
waLh plants hid grown a long time, and having 
had fomc rcafon to think, that there was fomcthing 
attending vegetation, which reftorcd air that had 
been injured by refpiration, I thought it was pof- 
fiblc that the fame procefs might alfo reftore the air 
that had been injured by the burning of candles. 

Accordingly, on the 17th of Auguft, 1771, I 
put a fprig of mint into a quantity of air, in which 
a wax candle had burned out, and found that, on 
the 27th of the fame month, another candle burned 
perfe&ly well in it. This experiment I repeated, with- 
out the leaft. variation in the event, not lefs than 
eight or ten times in the remainder of the fummer. 
Several times I divided the quantity of air in which 
the candle had burned out, into two parts, and 
putting the plant into one of them, left the other 
in the fame expofure, contained, alfo, in a glafs 
veffel immerfed in water, but without any plant ; 
and never failed to find, that a candle would burn 
in the former, but not in the latter. I generally 
found that five or fix days were furflcient to rcftorc 
this air, when the plant was in its vigour ; whereas 
I have kept this kind of air in glafs vefl'els, immerfed in 
•water many months, without being able to perceive 
that the leaft alteration had been made in it. I have 
alfo tried a great variety of experiments upon it, as 
by condenfing, rarefying, expofing to the light and 
heat, 6cc. and throwing into it the effluvia of many 
different fubftanccs, but without any effect. 

Experiments made in the year 1772, abundantly 
confirmed my conclufion concerning the reftoration 
of air, in which candles had burned out by plants 

growing 



[ *5 ] 

growing in it. The firft of thefe experiments W4l 
made in the month of May •, and they were frequently 
repeated in that and the two following months, with- 
out a fingle failure. 

For this purpofe I ufed the flames of different fub- 
ftances, though I generally ufed wax or tallow 
candles. On the 24th of June the experiment fuc- 
ceeded perfectly well with air in which fpirit of wine 
had burned out, and on the 27th of the fame month 
it fucceeded equally well with air in which brim- 
ftone matches had burned our, an effedt of which I 
had defpaired the preceding year. 

This reftoration of air I found depended upon the 
vegetating ftate of the plant ; for though 1 kept a 
great number of the frefh leaves of mint in a fmall 
quantity of air in which candles had burned out, 
and changed them frequently, for a long fpace of 
time, I could perceive no melioration in the ftate of 
the air. 

This remarkable eflfecl does not depend upon any 
thing peculiar to mint, which was the plant that I 
always made ufeof till July 1772 j for on the 16th 
of that month, I found a quantity of this kind of 
air to be perfectly reftored by fprigs of balm, which 
had grown in it from the 7th of the fame month. 

That this reftoration of air was not owing to any 
aromatic effluvia of thefe two plants, not only ap- 
peared by the etiential oil of mint having no fenfibls 
erFcct of this kindj but From the equally complete 
reftoration of thii vitiated air by the plant called 
groundfel, which is ufuafly ranked among the weed?, 
and has an offeniivc fmell. This was the refult of 
«0 experiment made the 16th of July, when the 

D plant 



plant had been growing in the burned air from the 
8th of the fame month. Refides, the plant which I 
have found to be the moft effectual of any that I 
have tried for this purpofe is fpinach, which is of 

2uick growth, but will feldom thrive long in water. 
>ne jar of burned air was perfectly reftored by this 
plant in four days, and another in two days. This 
laft wat obferved on the 2 2d of July. In general 
this effect may be pre fumed to have taken place in 
much lefs time than I have mentioned ; becaufe I 
never chofe to make a trial of the air, till I was 
pretty fure, from preceding obfervations, that the 
event which I had expected mud have taken place, 
if it would fucceed at all j left, returning back that 
part of the air on which I made the trial, and which 
would thereby ncceflarily receive a fmall mixture of 
common air, the experiment might not be judged 
to be quite fair j though 1 myfelr might be fuffici- 
ently fatisncd with refpedt to the allowance that was 
to be made for that fmall iroperfe&ion. 



Of inflammable Air. 

I have generally made inflammable air in the 
manner de(cribcd by Mr. Cavendim, in the Philofo- 
phical Tranfadtions, from iron, zinc, or tin ; but 
chiefly from the two former metals, on account of 
the procefs being the Ieaft troublefome : but when 
I extracted it from vegetable or animal fubftanccs, 
or from coals, I put them into a gun barrel, to the 
orifice of which I luted a glafs tube, or the ftem of 
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ft tobacco pipe, and to the end of this I tied a flaccid 
bladder, in order to catch the generated air. 

There is not, 1 believe, any vegetable or animal 
fubftance whatever, nor any mineral fubftancc, that 
is inflammable, but what will yield great plenty of 
inflammable air, when they arc treated in this man- 
ner, and urged with a ftrong heat ; but, in order to 
get the mod air, the heat mud be applied as fuddenly, 
and as vehemently, as poflible. For, notwithstanding 
the fame care be taken in luting, and in every other 
re/pect, fix or even ten times more air may be got 
by a fudden heat than by a (low one* though the 
heat that be laft applied be as intenfe as that which 
was applied fuddenly. A bit of dry oak, weighing 
about twelve grains, will generally yield about a 
(beep's bladder full of inflammable air with a brifk 
heat, when it will only give about two or three ounce 
.meafures if the fame heat be applied to it very 
gradually. To what this difference is owing, I can- 
not tell. 

Inflammable air, when it is made by a quick pro- 
ofs, has a very ftrong and offcnfwe fmell, from 
whatever fubftancc it be generated ; but this fmell is 
•of three different kinds, according as the air is ex- 
tracted from mineral, vegetable, or animal fubftances. 
The laft is exceedingly fetid \ and it makes no differ- 
ence, whether it be extracted from a bone, or even 
/an old and dry tooth, or from loft mufcular flefb, or 
-ftny other part of the animal. The burning of any 
fubftance occafions the fame fmell : for the grofs 
,fu me which arifes from them, before they flame, 
• is the inflammable air they contain, which is expelled 
i by heat, and then xcadily ignited. The fmell of in- 
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flammable air is the very fame, as far as I am able to 
perceive, from whatever fubftance of the fame 
kingdom it be extracted. Thus it makes no differ- 
ence whether it be govfrom iron, zinc, or tin, from 
any kind of wood, or, as was oblerved before, from 
any part of an animal. 

If a quantity of inflammable air be contained in a 
glafs veflel ftanding in water, and have been gene- 
rated very faft, it will fmell even through the water, 
and this water will alfo foon become covered with a 
thin film, afluming all the different colours. If the 
inflammable air have been generated from iron, this 
matter will appear to be a red okre, or the earth of 
iron, as I have found by collecting a considerable 
quantity of it ; and if it have been generated from 
zinc, it is a whitifh fubftance, which I fuppofe to be 
the calx of the metal. It likewife fettles to the 
bottom of the veflel, and when the water is ftirred, 
it has very much the appearance of wooL When 
water is once impregnated in this manner, it will 
continue to yield this fcura for a confiderablc time 
after the air is removed from it. This I have often 
obferved with refpeft to iron. 

Inflammable air, made by a violent effcrvefcence, I 
have obferved to be much more inflammable than 
that which is made by a weak effervefcence, whe- 
ther the water or the oil of vitriol prevailed in the 
mixture. Alfo the offenfivc fmell was much 
ftronger in the former cafe than in the latter. The 
greater degree of inflammability appeared by the 
greater number of fucceflive explofions.when a candle 
was presented to the neck of a phial filled with it. 
It is pofijble, however, that this diminution of in- 
flammability 
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flammability may, in fome meafure, arife from the 
air continuing fo much longer in the bladder when 
it is made very flowly j though I think the difference 
is too great for this caufc to have produced the whole 
of it. It may, perhaps, deferve to be tried by a 
different procefs, without a bladder. 
• Inflammable air is not thought to be mifcihle 
with water, and when kept many months, feems, in 
general, to be as inflammable as ever. Indeed,, 
when it is extracted from vegetable or animal fub- 
ftanccs, a part of it will be imbibed by the water in 
which it (lands ; but it may be prefumed, that in this 
cafe, there was a mixture of fixed air extracted from 
the fubftance along with it. I have indifputable 
evidence, however, that inflammable air, (landing, 
long in water, has actually loft all its inflammability, 
and even come toextinguifh flame much more than 
that air in which candles have burned out. After 
this change it appears to be greatly diminished in 
quantity, and it (till continues to kill animals the 
moment they are put into it. 

This very remarkable fad firfl occurred to my ob- 
fervation on the twenty fifth of May 1 77 1 , when I. 
was examining a quantity of inflammable air, which 
had been made from zinc, near three years before. 
Upon this, I immediately fet by a common quart 
bottle filled with inflammable air from iron, and 
another equal quantity from zinc; and examining, 
them in the beginning of December following, that 
irom the iron was reduced near one half in quantity, 
if I be not greatly miftaken; for I found the boitle: 
half full of water, and I am pretty clear that it » was 
full of air when it was fet by. That which had 
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1 been produced from zinc was not altered, and filled 
the bottle as at firft. 

Another inftance of this kind occurred to my ob- 
fervation on the 1 9th of June 1 772, when a quan- 
tity of air, half of which had been inflammable air 
from zinc, and half air in which mice had died, and 
which had been put together the 30th of July 
1771, appeared not to be in the leaft inflammable, 
but -extinguimcd flame, as much as any kind of air 
that I had ever tried. . I think that, in all, I have 
had four inftances of inflammable air lofing its in- 
;fkmmability, while it flood in water. 

Though air tainted with putrefaction extinguifhes 
flame, I have not found that animals or vegetables 
putrefying in inflammable air render it lefs inflam- 
mable. But one quantity of inflammable air, which 
'I had fet by in May 1771, along with the others 
above mentioned, had had fome putrid flem in it ; 
and this air had loft its inflammability, when it was 
examined at the fame time with the other in the De- 
cember following. The bottle in which this air 
had been kept, fmclled exactly like very ftrong 
Harrowgate Water. I do not think that any perfon 
vcould have diftinguiftied them. 

1 have made plants grow for feveral months in 
inflammable air made from zinc, and alfo from oak* 
but/though the plants grew pretty well, the air ftill 
continued inflammable. The former, -indeed, was 
not fo highly inflammable as when it was frefli 
made, but the latter was quite as much foj and the 
• diminution of inflammability in the former cafe, I at- 
tribute to fome other caufe than the growth of the 
iflant. 
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No kind of air, on which I have yet made the . 
experiment, will conduct electricity ; but the colour 
of a fpark is remarkably different in fomc different 
kinds of air, which feems to (hew that they are not 
equally good non-conductors. In fixed air, the 
ele&ric fpark is exceedingly white ; but in inflam- 
mable air it is of a purple, or red colour. Now, 
Jince the mod vigorous i parks are always the whit eft, 
and, in other cafes, when the fpark is red, there is 
reafon to think that the electric matter partes with 
difficulty, And with lefs rapidity : it is poflible that 
the inflammable air may contain particles which, 
conduct electricity, though very imperfectly ; and that 
the whiteneis of the fpark in the fixed air, may bo 
owing to its meeting with no conducting particles, 
at all. When an explofion was made in a quantity 
of inflammable air, it was a little white in the. 
center, but the edges of it were ftill tinged with a 
beautiful purple. The degree of whitenefs in this 
cafe was probably owing to the electric matter rufh^ 
ing with more violence in an explofion than in a 
common fpark. 

Inflammable air kills animals as fuddenly as fixed, 
air, and, as far as can be perceived, in the fame 
manner, throwing them into convulfions, and there- 
by occasioning prefent death. I had imagined that, 
by animals dying in a quantity of inflammable air, 
it would in time become lefs noxious ; but this did , 
not appear to be the cafe ; for I killed a great number 
of mice in a fmall quantity of this air, which 1 kept 
feveral months for this purpofe, without its being at 
all fenfibly mended; the laft, as well as the firit 
moufe, dying the moment it was put into it. 

i I once. 
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I once imagined that, fince fixed and inflammable 
air are the reverie of one another, in fcveral remark- 
able: properties, a mixture of them would make 
common air j and while I made the mixtures in 
bladders, I imagined that I had fucceeded in my 
attempt j but I have fince found that thin bladders 
do not fufficiently prevent the air that is contained in 
•them from mixing with the external air. Alio corks 
will not fufficiently confine different kinds of air, 
unlefs the phials in which they are confined be fet 
with their mouths downwards, and a tittle water lie 
in the necks of them, which, indeed, is equivalent 
to the air (landing in vefiels immcrfed in water. In 
this manner, however, I have kept different kinds of 
air for feveral years. 

Whatever methods I took to promote the mixture 
of fixed and inflammable air, they were all ineffec- 
tual. I think it my duty, however, to recite the 
iifue of an experiment or two of this kind, in which 
equal mixtures of thefe two kinds of air had flood 
near three years, as they feem to lhew that they had 
in part affected one another, in mat long fpace of 
time. Thefe mixtures I examined April 27, 1771. 
One of them had flood in quicklilver, and the other 
in a corked phial, with a little water in it. On- 
opening the latter in water, the water inftantly rufbed 
in, and filled almoft half of the phial, and very little 
more was ablorbed afterwards. In this cafe the watef 
in the phial had probably abloi bed a confuierablc part 
of the fixed air, fo that the inflammable air was 
exceedingly rarefied ; and yet the whole quantity 
that mull have been rendered non-elaftic was ten 
times more than the bulk of the water, and it has 
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not been found that water can contain much more 
than its own bulk of fixed air. But in other cafes I 
have found the diminution of a quantity of air, and 
efpeciaJly of fixed air, to be much greater than I 
could well account for by any kind of abforption. 

The phial which had flood iramerfed in quick- 
filver had loft very little of its original quantity j and 
being now opened in water, and left there, along 
with a another phial, which was juft then filled, as 
this had been three years before, with air half inflam- 
mable and half fixed, I obferved that the quantity 
of both was diminifhed, by the abforption of the 
water, in the fame proportion. 

Upon applying a candle to the mouths of the phials 
which had been kept three years, that which had 
flood in quickfilver went off at one explofion, ex- 
actly as it would have done if there had been a mix- 
ture of common air, with the inflammable. As a 
good deal depends upon the apertures of the veflels 
in which the inflammable air is fixed, I mixed the 
two kinds of air in equal proportion in the lame 
phial, and after letting it ftand fome days in water, 
that the fixed air might be abforbed, I applied a 
candle to it ; but it made ten or twelve exploftons 
(flopping the phial after each of them) before the 
inflammable matter was cxhaufted. 

The air. which had been confined in the corked 
phial exploded in the very fame manner as an equal 
mixture of the two kinds of air in the fame phial, 
the experiment being made as foon as the fixed air 
was abforbed, as before ; fo that, in this cafe, the two 
kinds of air did not fecra to have affected one ano- 
ther at all. 

E Con- 
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Confidering inflammable air as air united to or 
loaded with phlogifton, I expofed to it feveral fub- 
ftanccs, which are faid to have a near affinity with 
'phlogifton, as oil of vitriol, and fpirit of nitre (the 
former for above a month), but without making any 
fcnfible alteration in it. 

I obferved, however, that inflammable air, mixed 
with the fumes of fmoaking fpirit of nitre, goes off 
at one explofion, exactly like a mixture of half com- 
mon and half inflammable air. This I tried feveral 
times, by throwing the inflammable air into a phial 
fall of fpirit of nitre, with its mouth immerfed in a 
bafon containing fome of the fame fpirit, and then 
applying the flame of a candle to the mouth of the 

Ehial, the moment that it was uncovered, after it 
ad been taken out of the bafon. This remarkable 
effect I haftily concluded to have arifen from the in- 
flammable air having been in part deprived of its in- 
flammability, by means of the ftronger affinity, 
which the fpirit of nitre had with phlogifton, and 
therefore I imagined that by letting them fhnd longer 
' in contact, and efpecially by agitating them ftrongly 
together, I fhould deprive the air of all its inflam- 
mability ; but neither of thefe operations fucceeded, 
for ftill the air was only exploded at once, as before. 
And laftly, when I paned a quantity of inflammable 
air, which had been mixed with the fumes of fpirit 
of nitre, through a body of water, and received it in, 
• another veffcl, it appeared not to have undergone 
any change at all, for it went off in feveral fucceffive 
explofions, like the pureft inflammable air. The 
effect abovemcntioned muft, therefore, have been 
owing to the fumes of the fpirit of nitre fupplyirig 
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the place of common air for the purpofc of ignition, 
which is analogous to other experiments with 
nitre. 

Having had the curiofity, on the 25th of July 
1772, to expofe a great variety of different kinds of 
air to water out of which the air it contained had 
been boiled, without any particular view; the refult 
was, in feveral refpects, altogether unexpected, and 
led to a variety of new obfervations on the properties 
and affinities of feveral kinds of air with refpect, to 
water. Among the reft three fourths of that which 
was inflammable was abforbed by the water in about 
two days, and the remainder was inflammable, but 
weakly fo. 

Upon this, I began to agitate a quantity of ilrofig 
inflammable air in a glafs jar, ftanding in a pretty 
large trough of water, the furface of which was 
cxpofed to the common air, and I found that when 
I had continued the operation about ten minutes, 
near one fourth of the quantity of air had difap- 
peared j and finding that the remainder made an 
cfFervefcence with nitrous air, I concluded that it 
muft have become fit for refpiration, whereas this 
kind of air is, at the firft, as noxious as any other 
kind whatever. To afcertain this, I put a moufe 
into a veflel containing 2$ ounce meafures of it, and 
obferved that it lived in it twenty minutes, which is 
as long as a moufe will generally live in the fame 
quantity of common air. This moufe was even 
taken out alive, and recovered very well. Still alfo 
the air in which it had breathed fo long was inflam- 
mable, though very weakly fo. I have even found 
it to be fo when a moufe has actually died in it. 

E 2 Inflam- 
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Inflammable air thus diminifhcd by agitation it> 
water, makes but one explofion on the approach of 
a candle exactly like a mixture of inflammable air 
with common air. 

From this experiment I concluded that, by con- 
tinuing the fame procefs, I (hould deprive inflam- 
mable air of all its inflammability, and this I found 
to be the cafe j for, after a longer agitation, it ad- 
mitted a candle to burn in it, like common air, only 
more faintly ; and indeed by the teft of nitrous air 
it did not appear to be near fo good as common air. 
Continuing the fame procefs ftill farther, the air 
which had been moft ftrongly inflammable a little 
before, came to extinguifti a candle, exactly like air 
in which a candle had burned out, nor could they 
be diflinguiflied by the teft of nitrous air. 

I found, by repeated trials, that it was difficult to 
catch the time in which inflammable air obtained 
from metals, in coming to extinguifh flame, was in 
the ftate of common air, fo that the tranfition from 
the one to the other mud be very mort. I readily, 
however, found this ftate in a quantity of inflam- 
mable air extra&ed from oak, which air I had kept 
by me a year, and in which a plant had grown, 
though very poorly, for fome part of the time. A 
quantity of this air, after being agitated in water till 
it was dirnmiflicd about one half, admitted a candle 
to burn in it exceedingly well, and was even hardly 
to be dirtinguifhed from common air by the teft of 
nitrons air. 

I took fome pains to afcertain the quantity of di- 
minution, in frefli made and very highly inflam- 
mable air from iron, at which it ceafed to be inflam- 
mable, 
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mable, and, upon the whole, I concluded that it was 
fo when it was diminifhed a little more than 
one half : for a quantity which was diminifhed 
exactly one half had fomething inflammable in it„ 
but in the flighteft degree imaginable. 

Finding that water would imbibe inflammable air* 
I endeavoured to impregnate water with it, by the 
fame procefs by which I had made water imbibe 
fixed air; but though I found that diddled water 
would imbibe about one fourteenth of its bulk of in- 
flammable air, I could not perceive that the tafte of 
it was feniibly altered. 

IV. 

Of ArR infected with animal respiration* 

OR PUTREFACTION. 

That candles will burn only a certain time, u a 
fact not better known, than it is that animals can 
live only a certain time, in a given quantity of air ; 
but the caufe of the death of the animal is not better 
known than that of the extinaion of flame in the 
fame circumstances •, and when once any quantity of 
air has been rendered noxious by animals breathing 
in it as long as they could, I do not know that any 
methods have been discovered of rendering it fit for 
breathing again. It is evident, however, that there 
muft be ibmc provifion in nature for this purpofe, as 
well as for that of rendering the air fit for fuftaining 
flame ; for without it the whole mafs of the atmo- 
fpherc would, in time, become unfit for the purpoie. 
of animal life ; and yet there is no reafon to think 
that it is, atprefent, aialllefs fit for refpiration than 
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it has ever been. I flatter myfelf, however, that I 
have hit upon two of the methods employed by na- 
ture for this great purpofe. How many others there 
may be, I cannot tell. 

When animals die upon being put into air 
in which other animals have died, after breathing in 
it as long as they could, it is plain that the caufe of 
their death is not the want of any pabulum vita, 
which has been fuppofcd to be contained in the air, 
but on account of the air being impregnated with 
fomething ftimulating to their lungs ; for they almoft 
always die in convulfions, and are fometimes affected 
fo fuddenly, that they are irrecoverable afier a (ingle 
infpiration, though they be withdrawn immediately, 
and every method has been taken to bring them to life 
again. They are affected in the fame manner, when 
they are killed in any other kind of noxious air that 
I have tried, viz. fixed air, inflammable air, air 
filled with the fumes of brimftone, infc&ed with 
putrid matter, in which a mixture of iron filings and 
Drimftone has flood, or in which charcoal has been 
burned, or metals calcined, or in nitrous air, &c. 

If a moufe (which is an animal that 1 have com- 
monly made ufe of for the purpofe of thefe experi- 
ments) can fta n d the firft fhock of this ftimulus, or 
has been habituated to it by degrees, it wiil live a 
confiderable time in air in which other mice will 
die inftantaneoufly. I have frequently found that 
when a number of mice have been confined in a 
given quantity of air, lefs than half the time that 
they have actually lived in it, a frefli moufe has been 
inftantly thrown into convulfions, and died upon 
being put to them. It is evident, therefore, that if 
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the experiment of the Black Hole were to be re- 
peated, a man would ftand the better chance of fur- 
viving it, who mould enter at the fir ft , than at the 
laft hour. I have alfo obferved, that young mice 
will always live much longer than old ones, or than 
thofe which are full grown, when they are confined 
in the fame quantity of air. I have fometimes known 
a young moufe to live fix hours in the fame circum- 
ftances in which an old moufe has not lived one. 
On thcfe accounts, experiments with mice, and, for 
the fame reafon, no doubr, with other animals alfo, 
have a confiderable degree of uncertainty attending 
them j and therefore, it is neceflary to repeat them 
frequently, before the refult can beabfolutely depend- 
ed upon. 

The difcovery of the provifion in nature for rc- 
ftoring air, which has been injured by the refpiration 
of animals, having long appeared to me to be one of 
the moft important problems in natural philofophy, 
I have tried a great variety of fchemes in order to 
effect it. In thefe, my guide has generally been to 
confider the influences to which the atmofphere is, 
in fact, expofed ; and, as forne of my unfuccefsful 
trials may be of ufe to thofe who are difpofed to take 
pains in the farther inveftigation of this fubje£t, I 
(hall mention the principal of them. 

The noxious effluvium with which air is loaded 
by animal refpiration, is not abforbed by ftanding 
without agitation in freflh or fait water. I have kept 
it many months in freuh water, when, inftead of 
being meliorated, it has feemed to become even more 
deadly, fo as to require more time to reftore it, by 
the methods which will be explained hereafter, than 
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air which has been lately made noxious. I have 
even fpent feveral hours in pouring this air from one 
glafs veffel into another, in water, fometimes as cold, 
and fometimes as warm, as my hands could bear it, 
and have fometimes alfo wiped the vefiels many 
times, during the courfe of the experiment, in order 
to take of? that part of the noxious matter, which 
might adhere to the glafs veflels, and which evi- 
dently gave them an offenfive fmell j but all thefe 
methods were generally without any fenfible effect. 
The motion, alfo, which the air received in thefe 
circumftanccsj it is very evident, was of no ufe for this 
purpofe. 

This kind of air is not reitored by being expofed to 
the light, or by any other influence to which it is 
expofed, when confined in a thin phial, in the open 
air, for fome months. 

Among other experiments, I tried a great variety 
of different effluvia, which are continually exhaling 
into the air, efpecially of thofe fubftances which are 
known to refill putrefaftion ; but I could not by thefe 
means effect any melioration of the noxious quality of 
this kind of air. 

Having read, in the Memoirs of the Imperial So- 
ciety, of a plague not afflicting a particular village, 
in which there was a large fulphur work, I imme- 
diately fumigated a quantity of this kind of air j or 
(which will hereafter appear to be the very fame 
thing) air tainted with putrefaction, with the fumes 
of burning brimltone, but without any effect. 

I once imagined, that the nitrous acid in the air 
might be the general reftorative which I was in 
queft of ; and the conjecture was favoured, by find- 
ing 
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ang that candles would bum, and animals live, it 
air extracted from faltpetre. I therefore fpent i 
good deal of time in attempting, by a burning-glafs, 
and other means, ta impregnate this noxious air 
with fome effluvium of fcltpetre, and, with the fame 
view, introduced into it the fumes of the finoaking 
fpirit of nitre j but both thefe methods were altoge- 
ther ineffectual. 

In order to try the effect of heat, I put a quantity 
of air, in which mice had died, into a bladder, tied 
to the end of the ftem of a tobacco-pipe, at the other 
end of which was another bladder, out of which the 
air was carefully preffed. I then put the middle 
part of the ftem into a chafing-difh of hot coals, 
ftrongly urged with a pair of bellows j and, preffmg 
the bladders alternately, I made the air pafs fevcral 
times through the heated part of the pipe. I have 
alfo made this kind of air very hot, (landing in water 
before the fire* But neither of thefe methods were of 
any u(e. 

- Rarefaction and condenfation by inftruments were 
alfo tried, but in vain. 

Thinking it poffible that the earth might imbibe 
the noxious quality of the air, and thence fupply the 
•roots of plants with fuch putrefcent matter as is 
known to be nutritive to them, I kept a quantity 
of air, in which mice had died, in a phial, one half 
of which was filled with fine garden mould but, 
though it ftood two months in thefe circumftances, 
it was not the better for it. 

I once imagined that, fincc feveral kinds of air 
cannot be long feparated from common air, by being 
confined in bladders, in bottles well corked, or even 
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dofcd with ground floppies, the affinity bcfwecS 
this noxious air and the common air might be fo 
great, that they would mix through a body of water 
interpofed between them j the water continually re- 
ceiving from the one, and giving to die other, efpe- 
cially as water receives fome kinds of impregnation 
from, I believe, every kind of air to which it is con- 
tiguous ; but I have fcen no reafon to conclude, that 
a mixture of any kind of air with the common air 
can be produced in this manner. I have kept air in 
which mice have died, air in which candles have 
burned out, and inflammable air, Separated from 
the common air, by the flighted partition of water 
that I could well make, fo that it might not eva- 
porate in a day or two, if I (hould happen not to. 
attend to them ; but I found no change in there- 
after a month or fix weeks. The inflammable air 
was ftill inflammable, mice died inftantly in the air 
ia which other mice had died before, and candles 
would not burn where they had burned out before. 

Since air tainted with animal or vegetable pu- 
trefaction is the fame thing with, air rendered no*- 
xjous by animal refpiration x I fhall now recite the 
phfervations which 1 have made upon this kind of air, . 
before I treat of the method pf reftoriag them. 

That thefe two kinds of air are, in fadt, the fame ; 
thing, I conclude from their having- feveral remark- 
able common properties, and from their differing in 
nothing that I have, been able to obferve. They 
equally extinguifli flame, they are equally noxious., 
to animals, they are equally, and in the fame way, 
©ffeafiye to thp fmcll,. they are . equally diminilhed 
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in their quantity, they equally precipitate in lime- . 
water, and they are reftored by the fame means. 

Since air which has pafied through the lungs is the 
fame thing with air tainted with animal putrefaction, 
it is probable that one ufe of the lungs is to carry oft* 
a putrid effluvium, without which, perhaps, a living 
body might putrefy as foon as a dead one. 

When a moufe putrefies in any given quantity of 
air, the bulk of it is generally increafed for a few 
days ; but in a few days more it begins to fhrink up, 
and generally, in about eight or ten days, if the wea- 
ther be pretty warm, it will be found to be diminifhed 
^ or ' of its bulk. If it do not appear to be di- 
minished after this time, it only requires to be pafled 
through water, and the diminution will not fail to 
be fenfible. I have fometimes known almoft the 
whole diminution to take place, upon once or twice 
pafling through the water. The fame is the cafe 
with air, in which animals have breathed as long as 
they could. Alfo, air in which candles have burned 
out may almoft always be farther reduced by thii 
means. AU thefe procefles, as I obferved before, 
feem to difpofe the compound mafs of air to part 
with fome conftituent part belonging to it j and thii 
being mifcible with water, muft be brought into 
contact with it, in order to mix with ic to the 
moll advantage, cfpecially whai its union with the 
other conftituent principles of the air is but partially 
broken. 

1 haveput mice into veffclswhich had their mouths 
immerfed in quickfilvcr, and obferved that the air 
was not much contracted after they were dead or 
cold; but npoimitUdrnwing the mke, and admitting 

F 2 lie* 



[ 44 ] 

lime-water to the air it immediately became turbid, • 
and was contracted in its dimenfions as ufual. 

1 tried the fame thing with air tainted with putre- 
faction, putting a dead moufe to a quantity of 
common air, in a vcflel which had its mouth im- 
merfed in quickfilver, and after a week I took the 
moufe out, drawing it through the quickfilver, and 
oblerved that for fome time there was an apparent 
increafe of the air perhaps about T * T . After this, 
it flood two days in the quickfilver, without any 
ienfible alteration ; and then admitting water to it, 
it began to be abforbed, and continued fo, till the 
original quantity was diminimed about 4. If, in- 
Head of common water, I had made ufe of lime 
water in this experiment, I make no doubt but it 
would have become turbid. 

If a quantity of lime-water in a phial be put under 
a glafs veficl (landing in water, it will not become 
turbid, and provided the accefs of the common air 
be prevented, it will continue lime-water, I do not 
know how long j but if a moufe be left to putrefy in> 
the veffel, the water will depofit all its lime in a few 
days. This may be owing to the fixed air being 
transferred from the putrid moufe into the water, and 
yet it is evident that there is a putrid effluvium intirely 
diftintf from this kind of air, and which has very 
different properties. 

It is a doubt with me, however, whether the 
putrid effluvium be not chiefly fixed air, with the ad- 
dition of fome other effluvium, which has the 
power of diminifhing common air. The refem- 
blance between the true putrid effluvium and fixed 
air in the following experiment, which is as decifire 
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as I can pofiibly contrive it, appeared to be very 
great} indeed, much greater than I had expected. 
1 put a dead moufe into a tall glafs vcflel, and 
having filled the remainder with quickfilver, and fet 
it, inverted, in a pot of quickfilver, I let it ftand 
about two months, in which time the putrid effluvium 
iffuing from the moufe had filled the whole vefiel, 
and part of the diflblved blood, which lodged upon 
the furface of the quikfilver, began to be thrown our. 
I then filled another glafs vcflel , of the fame fize and 
fhape, with as pure fixed air as I could make, and 
cxpofed them both, at the fame time, to a quantity 
of lime-water. In both cafes the water grew turbid 
alike, it rofe equally fall in both the vcflels, and like- 
wife equally high j fo that about the fame quantity 
remained unabforbed by the water. One of thefc 
kinds of air, however, was exceedingly fweet and 
pleafant, and the other infufferably dffenfive ; one of 
them alfo would have made an addition to any 
quantity of common air with which it had been 
mixed, and the other would have diminilhed it. 
This, at leaft, would have been the confequence, if 
the moufe itfelf had putrefied in any quantity of air. 

It feems to depend, in fome meafure, upon the 
time, and other circumftances, in the difioluuon of 
animal or vegetable fubftances, whether they yield 
the proper putrid effluvium, or fixed, or inflammable 
air; but the experiments which I have made upon 
this fubject, have not been numerous enough to 
enable me to decide with certainty concerning thofe 
circumftances. Putrid cabbage, green, or boiled, in- 
fects the air in the very fame manner as putrid animal 
fubftances. Air thus tainted is equally contracted 
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in its di mentions it equally extinguishes flame, and 
is equally noxious to animals ; but they afifedt the air 
very differently if the heat that is applied to them be 
conliderable. If beef or mutton, raw, or boiled, be 
placed fo near to the fire, that the heat to which if 
is expofed fliall equal, or rather exceed, that of the 
.blood, a conliderable quantity of air will be generated 
in a day or two, about ^.th of which I have generally 
found to be abibrbed by water, while all the reft was 
inflammable j but air generated from vegetables, in 
the fame circumftanccs, will be almoft all fixed, and 
no part of it inflammable. This I have repeated 
again and again, the whole procefs being in quick- 
iilver ; lb that neither common air, nor water, had 
any accels to the lubftance on which the experiment 
was made ; and the generation of air, or effluvium 
of any kind, except what might be abforbed by 
qutckulver, or rcforbed by the fubftance itfelf, might 
be diftinitiy noted. 

A vegetable fubftance, after (landing a day or two 
in thefe circumftances, will yield nearly all the air 
that can be extracted from it, in that degree of heat ; 
whereas an animal fubAance will continue to give 
more air or effluvium, of. fome kind or other, with 
very little alteration, for many weeks. It is re- 
markable, however, that though a piece of beef or 
mutton, plunged in quickfilver, and kept in this de- 
gree of heat, yield air, the bulk of which is inflam- 
mable, and contrails no putrid fmell.(at leaft, in a 
day or two), a moufe treated in the fame manner, 
yicl.ls the proper putrid effluvium, as, indeed the 
fmell ibfliciently indicates; and this effluvium does 
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either Jtfelf extinguifh flame, or has in it mch a mix- 
tore of fixed air, as to give it that property. 

That the putrid effluvium will mix with water 
fcems to be evident from the following experiment. 
If a moufc be put into a jar full of water, fhnding 
with its mouth inverted in another vefiel of water, a 
confiderable quantity of claftic matter (and which 
may, therefore, be called air) will foon be generated, 
uolefs the weather be fo cold as to check all putre- 
faction. After a fhort time, the water contracts an 
extremely fetid and orTenfive fmell, which feems to 
indicate that the putrid effluvium pervades the wafer, . 
and affects the neighbouring air ; and fincc, after this, 
there is often no increale ot the air, that Hems to be 
the very fubftance which is carried off through the 
water, as faftV as it is generated ; and the orfenfive 
fmell is a lurHcient proot (hat it is not fixed air. For 
this has a very agreeable flavour, whether it be pro- 
duced by- fermentation, or extracted from chalk by*"' 
oil of ■ vitriol ; affecting not only the mouth, but 
even the noftrils, with a pungency which is pe- 
culiarly pleating to a certain degree, as any pcrfon 
may cafily fatisfy himfelf who will chufe to make 
the experiment. If the water in which the moufc 
was immerfed, and which is faturated with the pu- 
trid air, be changed, the greater part of the putrid . 
air wilL, in a day or two, be abforbed, though the 
moufe continues to yield the putrid effluvium as be- 
fore ; for as foon as this frcfh water becomes faturated 
with.it, it begins . to be orTenfive to the fmell, and i 
the quantity of the putrid air upon its furface increa- 
fes as before. . I kept a moufe producing putrid Vtr in. i 
this manner for the fpace of feveral months.,. 
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Six ounce meafurcs of air not readily abforbed by 
water, appeared to have been generated from one 
rooufe, which had been putrefying eleven days in con- 
fined air, before it was put into ajar which was quite 
filled with water, for the purpofe of thisobfervation. 

Air thus generated from putrid mice (landing in 
water, without any mixture of common air, ex- 
tinguiflies flame, and is noxious to animals, but 
not more fo than common air only tainted with pu- 
trefaction. It is exceedingly difficult and tedious to 
collect a quantity of thb putrid air, not mifcible in 
water, fo very great a proportion of what is collect- 
ed being abforbed by the water, in which it is kept; 
but what that proportion is, I have not endeavoured 
to afcertain. 

Though a quantity of air be diminifhed by any 
fubftance putrefying in it, I have not yet found the 
fame effect to be produced by a mixture of putrid air 
with common air ; but, in the manner in which I 
nave hitherto made the experiment, I was obliged 
to let the putrid air, paft through a body of water; 
which might inftantly abfbrb whatever it was in the 
putrid fubftance, that diminifhed the common air. 

Infects of various kinds live perfectly well in 
air tainted with animal or vegetable putrefaction, 
when a Angle infpiration of it would have inftantly 
killed any animal. 1 have frequently tried the ex- 
periment with flies and butterflies. I have alio 
©bferved, that the aphides will thrive as well upon 
plants growing in this kind of air, as in the open 
air. 1 have even been frequently obliged to take 
plants out of the putrid air in which they were 
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thefe mfc As which Infeacd them ; and ret fo ef- 
fectually did ibmc of them conceal themfelves, and 
fo fail did they multiply, in thefe circumftances, 
that 1 could feldom keep the plants quite clear of 
them. 

When air has been frefhly and ftrOngly tainted 
with putrefaction, fo as to finell through the water, 
fprigs of mint have prefently died, upon being put 
into it, their leaves turning black ; but if they do 
not die prefently, they thrive in a mod furprizing 
manner. In no other circumftances have I ever 
feen vegetation fo vigorous as in this kind of air, 
which is immediately fetal to animal life. Thoug;h 
thefe plants have been crouded in jars filled with this 
air, every leaf has been full of life; frefti (hoots 
have branched out in various directions, and have 
grown much fafter than other (imilar plants, grow- 
ing in the fame expofure in common air. 

This obfervation led me to conclude, that plants,, 
i n (lead of aflfecYmg the air in the fame manner with 
animal refpiration, reverfe the effects of breathing, 
and tend to fcee£ the atmofphere fweet and whole- 
fome, when it ft become noxious, in confluence 
of animals living and breathing, or dying and pu- 
trefying in it. 

In order to afcertain this, I took a quantity of air, 
made thoroughly noxious, by mice breathing and. 
dying in it, and divided it into two parts ; one of 
- which I put into a phial immerfed in water; and to 
the other (whkh was contained m a glafs jar, (land- 
ing in water) I put a fprig of mint. This was about 
the beginning of Augult 1771, and after eight or 
nine days, I found that a moufe lived pcrfcaijr well 
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in that part of the air, m which the fpng of mint had 
grown, but died the moment it was put into the 
other part of the fame original quantity of air ; and 
which 1 had kept in the very fame expofure, but 
without any plant growing in it. 

This experiment I have feveral times repeated; 
fometimes ufing air, in which animals had breathed 
and died ; fometimes ufing air tainted with vege- 
table oT animal putrefaction, and generally with 
the fame fuccefs. 

' Once, I let a inoufe live and die in a quantity of 
air, which had been noxious, but which had been 
reftored by this procefs, and it lived nearly as long 
as I conjectured it-might have done in an equal quan- 
tity of frefh air ; but, thU is fo exceedingly various, 
that it is not eafy to form any judgment from it ; 
and in this cafe the fymptom of difficult rtfpiratian 
feemed to begin earlier than it would have done in 
common air. 

Since the plants that I made ufe of manifeftly 
grow and thrive in putrid air ; fince putrid matter 
is well known to afford proper nourifhment for the 
roots of plants ; and fince it is likewife certain that 
they receive nourifhment by their leaves as well as 
by their roots, it feems to be exceedingly probable* 
that the putrid effluvium is in fome meafure extract- 
ed from the air, by means of the 'leaves of plants, and 
therefore that they render the remainder more fit for 
refpi ration. . 

Towards the end of the year fome experiments 
of this kind did not anfwer fo well as they had done 
before, and I had inftanccs of the relapfing of this 
reftored air to its former noxious ftatc. I therefore 
,t:l t , fufpended 
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fufpendcd my judgment concerning the efficacy of 
plants to reftore this kind of noxious air, till I 
mould have an opportunity of repeating my experi- 
ments, and giving more attention to them. Ac- 
cordingly I refumed the experiments in the fum- 
mer of the year 1772, when I prefently had the 
mod indifputable proof of the reftoration of putrid 
air by vegetation ; and as the fact is of fome im- 
portance, and the fubfequent variation in the ftate 
of this kind of air is a little remarkable; I think 
it neceflary to relate fome of the fafts pretty cir- 
cumflantiaUy." 

The air, on which I made the firft experiments, 
was rendered exceedingly noxious by mice dying in 
it on the 20th of June. Into a jar nearly filled 
with one part of this air, I put a fprig of mint, 
while 1 kept another part of it in a phial, in the 
fame expofure ; and on the 27th of the feme month, 
and not before, I made a trial of it, by introducing 
a mo nfe into a glafs veifel, containing 24. ounce mea- 
fures filled with each kind of air ; and I noted the 
following fa£ts. 

When the veftel was filled with the air in which 
the mint had grown, a very large moufe lived five 
minutes in it, before it began to (hew any fign of 
unealinefs. I then took it out, and found it to be as 
ftrong and vigorous as when it was firft put in ; 
whereas in that air which had been kept in the 
phial only, without a plant growing in it, a younger 
moufe continued not longer than two or three fe- 
conds, and was taken out quite dead. It never 
breathed after, and was immediately motionlefs. 
After half an hour, in which time the larger moufe 
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(which I had kept alive, that the experiment might 
be made on both the kinds of air with the very 
fame animal) would have been fufficiently recruited* 
fuppofing it to hive received any injury by the 
former experiment, was put into the fame veffel of 
air ; but though if was withdrawn again, after be- 
ing in it hardly one fecond, it was recovered with 
difficulty, not being able to itir from the place for 
near a minute. After two days, I put the lame 
moufe iqto an equal quantity of common air, aud 
observed that it continued feven minutes without 
any lign of uneafinefs ; and being very uneafy after 
three minutes longer, I took i* out. Upon the 
whole, I concluded that the reftored air wanted 
about one fourth of being as wholclbrae :>s comipqa 
air. The fame thing alfb appeared when I applied 
the teft of nitrous air. 

In the feven days, in which, the mint was grow- 
ing in this, jar of noxious air, three old (hoots had 
extended themfelves about three inche^ and feveral 
new ones had made their appearance ift the fame 
time. Dr. Franklin and Sir John Pringle happened 
to be with me, when the plant had been three or 
four day a in this ftate, and took notice of, its vigorous 
vegetation, and remarkably healthy appearance;; in 
that confinement. ."; ^ 

On the. 30th of the fame month* a. njyoufe lived 
fourteen minutes, breathing naturally aU the time, 
and without appearing to be much uneafy, till th«? 
laft two minutes, in air which bad been rendered 
noxious by mice breathing in it almoft a year before* 
and which I had found to be moft highly, noxious on. 
the 19th of this, month, a plant having grown in *> 
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but not exceedingly well, thefe eleven days; on which 
account, I had deferred making the trial Co long. 
This reftored air was affe&ed by a mixture of ni- 
trous air, almoft as much as common air. 

As this putrid air was thus eafily reftored to a 
conliderable degree of fitnefs for refpi ration, by 
plants growing in it, I was in hopes that by the 
fame means it might in time be fo much more 
perfectly reftored, that a candle would burn in 
it; and for this purpofe I kept plants growing 
in the jars which contained this air till the 
middle of Auguft following,, but did not take fuffi- 
cient care to pull out all the old and rotten leaves. 
The plants, however, had grown, and looked fb 
well upon the whole, that I had no doubt but that 
the air muft conftantly have been in a mending 
flare ; when I was exceedingly furprized to find, 
on the 24th of that month, that though the air in 
one of the jars had uot grown worie, it was no 
better, and that the air in the other jar was fomuch 
woxfe than it had been, that a moufe would have 
died in it in a, few feconds. It alio made no effcr- 
vefcence with nitrous air, as it had done before. 

Sufpecting that the fame plant might be capable 
of reftoring putrid air to a certain degree only* 
or that plants might have a contrary tendency in. 
lbme ftages of their growth, 1 withdrew the old 
plant, and put a frefti one in its place ; and found 
that, after feven days, the air was reftored to its. 
former wholefome (late. This fact I confider as a 
very remarkable one, and well deierving of a rar r 
ther inveftigation,,as it may throw more light upon 
the principles of vegetation. It is not, however, 
7 ~ afingle 
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a fingle fact for I had fevcral in fiances of the fame 
kind in the preceding year j but it feemed fo very- 
extraordinary, that air fliould grow vvorfe by the 
continuance of the fame treatment by which it had 
grown better, that, whenever I obferved it, Icon- 
eluded that 1 had not taken fufficient care to fatisfy 
myfelf of its previous reftoration. 

That plants are capable of perfectly reftoring air 
injured by refpiration, may, I think, be inferred 
with certainty from the perfect reftoration, by this 
means, of air which had pafl'ed through my lungs, 
fo that a candle would burn in it again, though it 
had cxtinguifhed flame before, and a part of the 
fame original quantity of air ftili continued to do 
lb. Of this one inftance occurred in the year 1771, 
a fprigof mint having grown in a jar of this kind 
of air, from the 2fth of July to the irth of Au- 
guft following ; and another trial I made with the 
fame fuccefs the 7th of July »7?2, the plant having 
grown in it from the 29th of June preceding. In 
this cafe alio 1 found that the effect was not owing 
to any virtue in the leaves of mint ; for I kept them 
conftantly changed in a quantity of this kind of 
air, for a confiderable time, without making any 
fenfible alteration in it. 1 

Thefe proofs of a partial reftoration of air by 
plants in a ftate of vegetation, though in a con- 
fined and unnatural fituation, cannot but render it 
highly probable, that the injury which iscontinually 
done to the atmofphere by the refpiration of fuch 
a number of animals, and the putrefaction of fuch 
mafles of both vegetable and animal matter, is, in 
part at leaft, repaired by the vegetable creation. 
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And, notwith (landing the prodigious mafs of air 
that is corrupted daily by the abovementioned caufes ; 
yet, if we confider the immenfe profufion of ve- 
getables upon the face of the earth, growing in 
places fuited to their nature, and confequently at 
full liberty to exert all their powers, both inhaling 
and exhaling, it can hardly be thought, but that 
it may be a fufficient counterbalance to it, and 
that the remedy is adequate to the evil. 

Dr. Franklin, who, as I have already obferved, 
faw fome of my plants in a very flourilhing (late, 
in highly noxious air, was pleafed to exprefs very 
great fatisfaftion with the refult of the experi- 
ments. In his anfwer to the letter in which I in- 
formed him of it, he fays, 

" That the vegetable creation mould rcftore the 
K air which is (poiled by the animal part of it, 
44 looks like a rational (yftem, and feems to be of 
**■ a piece with the reft. Thus fire purifies water 
" all the world over. It purifies it by diftillation, 
44 when it raifes it in vapours, and lets- it fall in 
44 rain; and farther ftill by filtration, when, keep- 
44 ing it fluid, it fufters that rain to percolate the 
44 earth. We knew before, that putrid animal fub- 
" fiances were converted into fweet vegetables, 
44 when mixed with the earth, and applied as 
44 manure; and now, it feems, that the fame pu- 
44 trid fubflances, mixed with the air, have a fimi- 
44 Iar erTe&. The ftrong thriving ftate of your 
44 mint in putrid air feems to (hew that the air is 
44 mended by taking fomcthlng from it, and nor 
44 by adding to it." He adds, « I hope this will 
44 give fome check to the rage of deftroying trees. 
2 •* that 
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" that grow near houfcs, which has accompanied 
" our late improvements in gardening, from an 
*« opinion of their being unwholcfbme. I am cer- 

tain, from long oblervation, that there is no- 
« { thing unhealthy in the air of woods ; for we 
" Americans have every where our country habi- 
" t ; ions in the midft. of woods, and no people on 
u earth enjoy better health, or are more prolific.** 

Having rendered inflammable air perfectly in- 
noxious by continued agitation in a trough of water, 
deprived of its air, I concluded that other kinds of 
noxious air might be reftored by the fame means > 
and I prefently found that this was the cafe with 
putrid air, even of more than a year's ftanding. I 
fhall obferve once for all, that this procefs has ne- 
ver failed to reftore .any kind of noxious air on 
which I have tried it, viz. air injured by refpira- 
tion or putrefaction, air infected with the fumes 
of burning charcoal, and of calcined metals, air 
in which a mixture of iron filings and brimftone, 
or that in which paint made of white lead and oil 
lias flood, or air which has been diminished by a* 
mixture of nitrous air. Of the remarkable effect 
which this procefs has on nitrous air itfelf, an ac- 
count will be given in its proper place. 

If this procels be made in water deprived of air, 
cither by the air pump, by boiling, by dift illation, 
or if frelh rain water be ufed, the air will always 
be diminiflied by the agitation ; and this is cer- 
tainly the fairelt method of making the experi- 
ment. If the water be frelh pump water, there 
will always be an increafe of the air by agitation, 
the air contained in the water being fet loofe, and 
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joining that which is in the jar. In this cafe, alfo, 
the air has never failed to be reftored ; but then it 
might he fufpe&cd that the melioration was: pro- 
duced by the .addition of fomc more whnlcfome 
ingredient. As thefc agitations were made in jars 
with wide mouths, and in a trough which had a 
large furface expofed to the common air, I take it 
for granted that the noxious effluvia, whatever 
they be, were fjrft imbibed by the water, and 
thereby tranfmitted to the common atmofphere. 
In fome cafes this was fufficiently indicated by the 
difagrceable fmell which attended the operation. 

After I had made thefc experiments, I was in- 
formed that an ingenious phylician and phiipfopher 
had kept a fowl alive twenty-four hour, in a quantity 
of air in which another fowl of the fame fizc had 
not been able to live longer than an hour, by con- 
triving to make the air, which it breathed, pafs 
through no very large quantity of acidulated water, 
the furface of which was not expofed to the common 
air ; and that even when the water was not acidula- 
ted, the fowl lived much longer than it could have 
done, if the air which it breathed had not been 
drawn through the water. As I mould not have 
concluded that this experiment would have fuccced- 
cd fo well, from any obftrvntiens that I bad made 
upon the fubject, I took a quantity of air in winch 
mice had died, and agitated it very ftrongly, firn in 
about five times its own quantity of diftilled water, in 
the manner in which I had impregnated water with 
fixed air; but though the operation was continued a 
Jong time, it mack no fenfible change in the pro- 
ponies of the air. 1 alfo repeated the operation with 
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pump water, but with as little effecl. Infhis cafe; 
however, though the air was agitated in a phial, 
which had a narrow neck, the furface of the water in 
the bafon was con fiderably large, and expoled to the 
common atmofphere, which mufrhave tended a littlt 
to favour the experiment. In order to judge more 
precifely of the effeft of thefe different methods of 
agitating air, I transfered the very noxious air,, 
which I had not been able to amend in the lead de* 
gree by the former method, into an open jar, Hand- 
ing in a trough of water ; and when I had agitated 
it till it was diminifhed about one third, I found it 
to be better than air, in which candles had burned 3 
out, as appeared by the teft of the nitrous air; and 
a moufe lived in 2 $ ounce meafures of it a quarter of 
an hour, and was not fenfibly affecled the firft ten 
or twelve minutes. 

In order to determine whether the addition of any 
acid to the water, would make it more capable of 
reftoring putrid air, I agitated a quantity of it in a 
phial containing very ftrong vinegar; and after 
that in aqua jbrtis, only half diluted with water ; 
but, by neither of thefe proceffes was the air at all 
mended, though the agitation was repeated at inter* 
vals during a whole day, and it was moreover al- 
lowed to ftand in that foliation all night. 

Since, however, water in thefe experiments muft 
have imbibed and retained a certain portion of the 
noxious effluvia, before they could be tranfmited to 
the external air, I do not think It improbable but that 
the agitation of the fea and large lakes may be of 
fomc ufe for the purification of the atmofphere, 
and the putrid matter contained in water may be 
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".imbibed by aquatic plants, or be depofited in fome 
other manner. 

Having, found, by fcveral experiments above- 
mentioned, that the proper putrid effluvium is fome- 
thing quite diftin«£l from fixed air, and finding, by 
the experiments of Dr. Macbridc, that fixed air cor- 
rects putrefaction ; I once concluded that this effect 
was produced, not by flopping the flight of the fixed 
air, or reftoring to the putrefying fubflance the 
very fame thing that had efcaped from it; and 
which was the common vinculum of all its parts 
(which is that ingenious author's hypothefis) but 
by an affinity between the fixed air and the putrid 
effluvium. It therefore occurred to me, that fixed 
air, and air tainted with putrefaction, though 
equally noxious when fcparate, might make a, 
wnolefome mixture, the one correcting the other ; 
and I was confirmed in this opinion by, I believe, 
not lefs than fifty or fixty inftances, in which air, 
that had been made in the higheft degree noxious, 
by refpiration or putrefaction, was fb far fwectened, 
by a mixture of about four times as much fixed air 
that afterwards mice lived in it exceedingly well, 
and in fome cafes almoft as long as in common air. 
I found it, indeed, to be more difficult to reflore 
old putrid air by this means ; but I hardly ever 
failed to do it, when the two kinds of air had flood 
a long time together, by which I mean about a 
fortnight or three weeks. 

The reafon why I do not abfolutely conclude 
that the reft oration of air in thefe cafes was the 
effect of fixed air, is that, when I made a trial of 
the mixture, I fometimes agitated the two kinds 

Hi of 
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x>f air pretty ftrongly together, in a trough of 
water,' or at leatt palled it ieveral times through 
the water, from one jar to another, that the 1 u- 
perfluous fixed air might be abforbed, not fufpect- 
mgat that time that the agitation could have any 
other eftect ; but having fmce found that very vio- 
lent, and efpecially long continued agitation in 
water, without any mixture of fixed air, never 
failed to render any kind of noxious air in fome 
meafure fit for refpiration (and in one particular 
inftance the mere transferring of the air from one 
veflel to another through the water, though for a 
much longer time than I ever ufed for the mix- 
tures of air, was of confiderable ufe for the lame 
purpoie) ; 1 began to entertain fome doubt of the 
efficacy of fixed air, for that purpofe. In fome cafes 
alio the mixture of fixed air had by no means fo 
i«uch effect on the putrid air as, from the genera- 
lly of my obfervations, I fiSould have expected. 

I was always aware, indeed, that it might be 
laid, that, the rendu urn of fixed air not being very 
noxious, fuch an addition muft contribute to mend 
the putrid air ; but, in order to obviate this ob- 
jection, I once mixed the reliduum of as much 
fixed air as 1 had found, by a variety of trials, to- 
be fufficient to reftore a given quantity of putrid air, 
with an equal quantity of putrid air, without mak- 
ing any fenfible melioration of it. 

Upon the whole, 1 am inclined to think that 
this procefs could hardly have fucceeded fo well as 
it did with me, and in fo great a number of trials, 
unlcls fixed air have lome tendency to correct air' 
tainted with rripiration or putrefaction; andk i& 

5 perfectly 



C 6. ] 

perfectly agreeable to the analogy of Dr. Mac- 
bride's difcoveries, aud may naturally be expected 
from them, that it ihould have fuch an effect. 

By a mixture of fixed air I have made whole- 
fome the refiduum of air generated by putrefac- 
tion only, from mice plunged in water. This,, 
one would imagine, h priori, to be the moft nox- 
ious of all kinds of air. For if common air only 
tainted with putrefaction be fo deadly, much more 
might one expect that air to be fo, which was ge- 
nerated from putrefaction only ; but it feems to be 
nothing more than common air tainted with pu- 
trefaction, and therefore requires no other nrocefs 
to fweeten it. In this cafe, however, we feem to 
have an inftance of the generation of genuine com- 
mon arr, though mixed with fbmcthing that is 
foreign to it. Perhaps the refiduum of fixed air 
may be another inftance of the fame natur-e. 

Fixed air is equally difTufcd through the who!* 
mafs of any quantity of putrid air with which it it. 
mixed ; for dividing the mixture into two equal 
parts, they were reduced in the fame proportion 
by patting through water. But this is alto the cale 
with fame of the kinds of air which will not incor- 
porate, as inflammable air, and air in which brim- 
Hone has burned. 

If fixed air tend to correct air which has been 
injured by animal refpiration or putrefaction, lime- 
kilns, which discharge great quantities of fixed air* 
Biay be wholefome in the neighbourhood of popu- 
lous cities, the atmofphcreof which m\vft- abound; 
with putrid effluvia. I fhould think alio that ph y- 
fiuians might avail thdmfelves of the application. 
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*of fixed air in- many putrid diforders, efpecialiy as 
it may be fo eafily adminiftcred by way of clyfter, 
where it would often find its way to much of the 
.putrid matter. Nothing is to be Apprehended from 
.the diftention of the bowels by this kind of air, 
fince it is fo readily abfbrbed by any fluid or moifi; 
.fubftancc. Since fixed air is not uoxiousperfe, but, 
like fire, only in exceis, I do not think it at all ha- 
zardous to attempt to breathe it. It is however 
•eafily conveyed into the ftomach, in natural or 
artificial Pyrmont water, in brifkly fermenting li- 
•quors, or a vegetable diet. It is poffible, however, 
.that a confiderable quantity of fixed air might be 
.imbibed by the abforbing veflcls of the lkin, if the 
.whole body, except the head, mould be fufpended 
jover a veflelof ftrongly fermenting liquor ; and in 
-fome putrid diforders this treatment might be very 
falutary. If the body was expofed quite naked, 
there would be very little danger from the cold in 
*his fituation, and the air having freer accefs to 
the fkin might produce a greater effect. Being 
no phyfician, I run no rifle by throwing out thefe 
random, and perhaps whimfical, propofals. 

Having communicated my obfervations on fixed 
air, and efpecialiy my fcheme of applying it byway 
of clyfier in putrid diforders, to Mr. Hey, an in- 
genious furgeon in this town, a cafe presently oc- 
curred, in which he had an opportunity of giving 
it a trial; and mentioning it to Dr. Hird and Dr. 
Oowther, two phyficians who attended the pa- 
tient, they approved the fcheme, and it was put 
in execution : both by applying the fixed air by 
way of clyfier, and at the fame time making the 
4. patient 
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patient drink plentifully of liquors ftrongly impreg- 
nated with it. The event was fuch, that I requeued 
Mr. Hey to draw up a particular account of the cafe, 
defcribing the whole of the treatment, that the pub- 
lic might be fatisfied that this new application of* 
fixed air is perfectly fafe, and alfa have an oppor- 
tunity of judging how far it had the effect which I- 
expected from it ; and as the application is new, 
and not unpromifing, I fliall beg leave to fubjoin his 
ktterto me on the fubject, by way of appendix ta 
thcfe papers. 

V. 

f 

Of Air in which a mixture of brimstone. 

AND FILINGS OF IRON HAS STOOD. . 

Finding in Dr. Hales's account of bis experiment*, 
that there was a great diminution of the quantity of 
air in which a mixture of powdered brimilone and 
filings of iron, made irtto a pafte with water,had flood, 
I repeated the experiment, and found the diminution 
greater than I had expected. The diminution of 
air by this procefs is made as effectually, and as ex- 
peditioufly, in quickfilver as in water; and it may- 
be meafured with the greateft accuracy, becaufe there 
is neither any previous expanfion norincreafe of the 
quantity of air, and becaufe it is fome time before 
it begins to have any fcnfible effects The dimi- 
nution of air by this procefs is various ; but I have 

generally 
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generally found it to be between J and 4 of the 
whole. < 

Air thus dimmifhed is not heavier, but rather 
lighter than common air; and though lime- water 
ooes not become turbid when it is expofed to thii 
air, it is probably owinjr to the formation of a felcnitic 
fait, as was the cafe witn the (imple burning of brim- 
ftone abovemintioned. That fomcthing proceeding 
from the brimftone ftrotjgly affects the water which 
is confined in the fame place with this brimftone, is 
manifeft from the very ftrong fmell that it has of the 
volatile fpirit of vitriol. I conclude the diminution 
of air by this procefs is of the fame kind with the 
diminution of it in the other cafes, becaufc when this 
mixture is put into air which has been previoully 
diminiihcd, cither by the burning of candles, by 
refpiration, or putrefaction, though it never fails to 
diminifh it fomcthing more, it is, however, no far* 
ther than this procefs alone would have done it. 
If a frefh mixture be introduced into a quantity of 
air which had been reduced by a former mixture, 
it has little or no farther effeft. 

I obferved, that when a mixture of ibis kind W3S 
taken out of a quantity of air in which a candle had 
before burned out, and in which it had flood for fe- 
vcral days, it was quite cold and biack, as it always 
becomes in a confined place ; but it prtfently grew 
very hot, fmoaked copioufly, and fmellcd very of- 
fensively ; and when it was cold, it was brown, like 
the ruft of iron. 

I once put a mixture of this kind to a quantity of 
inflammable air, made from iron, by which means 
it was diminifhed ■ or in its bulk; but, as fir as 

I could 
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I could judge, it was ftill as inflammable as ever. 
Another quantity of inflammable air was alfo redu- 
ced in the fame proportion, by a moufe putrefying 
in it ; but its inflammability was not feemingly 
leflened. 

' v Air diminifhed by this mixture of iron filings and 
brimftone, is exceedingly noxious to animals, and 
I have not perceived that it grows any better by 
keeping in" water. The fmell of it is very pun-' 
gent and offenfive. J 

The quantity of this mixture which I made ufe of 
in the preceding experiments, was from two to four 
ounce meafures ; but I did not perceive, but that 
the diminution of the quantity of air (which was 
generally about twenty ounce meafures) was as great 
' with the fmalleft, as with the largeft quantity. How 
fmall a quantity is neceffary to diminifli a given 
quantity of air to a maximum, I have made no ex- 
periments to afcertain. 

As foon as this mixture of iron filings, with brim- 
ftone and water, begins to ferment, it alto turns black, 
and begins to fwell, and it continues to do (b, till it 
occupies twice as much fpace as it did at firft ; and 
the force with which it expands is great; but how 
great it is I have not endeavoured to determine. 

When this mixture is immerfed in water, it gene- 
rates no air, though it becomes black, and fwells. 
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VL 

Of nitrous Air. 

Ever fince I firft read Dr. Hales*s moft e'xcelient 
Statical Effays, I was particularly ftruck with that 
experiment of his, of which an account is given, 
Vol, I. p. 224, and Vol, II. p. 2&0; in.which 
common air, and air generated from the \#altott 
pyrites, by fpirit of nitre, made a turbid red mix* 
ture, and in which part of the common air was ab- 
forbed ; but I never expected to have the latisfacYidn 
of feeing this remarkable appearance, fuppofing it to 
be peculiar to that particular mineral. Happening 
to mention this fubjecl "to the Hon. Kir. Cavendifh, 
when t was in LonaW, in the fpring of the year 
1772, he faid that he did not imagine but that 
•ther kinds of pyrites might anfwer as well as that 
which Dr. Hales made ufe of, and that probably 
the red appearance of the mixture depended upon 
the fpirit of nitre only. This encouraged me to 
attend to the fubjedt. j and having no pyrites, 1 be* 
gan with the folution of the different metals in fpirit 
of nitre, and catching the air which was generated in 
the folution, I prcfently found what I wanted, and 
a good deal more. 

Beginning with the folution of brats, on the 4th of 
June 1 772, I firft found this remarkable fpecies of 
air; one effect of which, though it was cafually ob- 
ferved by Dr. Hales, he gave but little attention to ; 
and which, as far as I know, has patted altogether 
unnoticed fince his time, infomuch that no name has 
been given to it. I therefore found myfelf, contrary 

to. 



Digitized by Google 



1 67 3 

to my firft refolution, under an abfolute neceflity of 
giving a name to this kind of air mylelf. When I 
nrft began to fpeak and write of it to my friends, I 
happened to dwinguifti it by the name of nitrous air, 
becaufe I had procured it by means of fpirit of nitre 
only; and though I cannot fay that I altogether like 
the term, became this air is not got from all the me- 
tals by the fame fpirit, neither myfelf nor any 
of ray friends, to whom I have applied for the pur- 

rrfe, have been able to hit upon a better ; fo that 
am obliged, after all, to content myfelf witt it. 
I have found that this kind of air is readily pro- 
cured from iron, copper, brafs, tin, filver, quickhl- 
ver, bifmuth, and mckel, by the nitrous acid only, 
and from gold and the regnlus of antimony by aqua 
rcgia. The cirenmftances attending the folution of 
each of thefe metals are various, but hardly worth 
mentioning, in treating of die properties of the air 
which they yitld, which, from what metal foever it 
is extracted, has, as far as I have been able to ob- 
ferve, the very fame properties. , 
One of the moft confpicuous properties of this kind 
of nir is the great diminution of any quantify of com- 
mon air with which it is mixed, attended with a tur- 
bid red, or deep orange colour, and a confiderable 
heat. The fmell of it, alfo, is very ftrong, and re- 
markable, but very much refembling that of finoking 
fpirit of nitre. 

The diminution ^f a mixture of this and common 
air is not an equal diminution of both the kinds, 
which is all that Dr. Hales could obferve, but of the 
common air chiefly, though not wholly. For it one 
meafure of nitrous air be put to two meafures of 

I a common 
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common air, in a few minutes (by which time the 
effervefcence will be over, and the mixture will Have 
recovered its tranfparency) there will want about one 
ninth of the original two meafures. I hardly know 
any experiment that is more adapted to amaze and 
furprize than this is, which exhibits a quantity of 
air, which, as it were, devours a quantity of another 
kind of air half as large as itfelf, and yet is fo far from 
gaining any addition to its bulk, that it is diminimed 
bv it. If, after this full faturation of common air with, 
mtrous air, more nitrous air be put to it, it makes an 
addition equal to its own bulk, without producing 
the lea ft redncfc, or any other vifible effect. 

That this diminution is chiefly in the quantity of 
common air, is evident from this obfervation, that if 
the fmalleft quantity of common air be put to any 
larger Quantity of nitrous air, though the two toge- 
ther will not occupy fo much fpace as they did fepa- 
rately, yet the quantity will be Hill larger than that 
of the nitrous air only. One ounce meafure of com- 
mon air being put to near twenty ounce meafures of 
rJtrous air, made an addition to it of about half an 
ounce meafure. This, however, being a much greater 
proportion than the diminution of common air, in the 
former experiment, leems to prove that part of the 
diminution in the former cafe is in the nitrous air* 
Befides, it will prefently appear, that nitrous air is 
iubjeft to a moft remarkable diminution; and as 
common air, in a variety of other cafes, fuffers a di- 
minution from one fifth to one fourth, I conclude,, 
that in this cafe alio it does not exceed that propor- 
tion, and therefore that the remainder of the dimi- 
nution refpects the nitrous air. 
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In order to judge whether the water contributed 
to the diminution of this mixture of nitrous and 
common air, I made the whole procefs feveral 
times in quickfilver, ufing one third of nitrous, 
and two thirds of common air, as before. In this 
cafe the rednefs continued a very long time, and 
the diminution was not fo great as when the mix- 
tures had been made in water, there remaining one 
feventh more than the original quantity of com- 
mon air. This mixture flood all night upon the 
quickfilver ; and the next morning I obferved that 
it was no farther diminimed upon the admiflion of 
water to it, nor by pouring it feveral times through 
the water, and letting it flaud in water two days. 
Another mixture, which flood about fix hours 011 
the quickfilver, was diminifhed a little more upon 
the admiflion of water, but was never lefs than 
the original quantity of common air. In another 
cafe, however, in which the mixture flood but a 
very fliort time in quickfilver, the farther dimi- 
nution, which took place upon the admiflion of 
water, was much more confiderable ; fo that the 
diminution, upon the whole, was very nearly as 
great as if the procefs had been intirely-in water. 
It is evident from thefe experiments, that the di- 
minution is in part owing to the ablbrption by 
the water; but that when the mixture is kept a 
long time, in a fituation in which there is no 
water to abfbrb any part of it, it acquires a con- 
ftitution, by which it is afterwards incapable of 
being abforbed by water. 

In order to determine whether the fixed part of 
common air was depofited in the diminution of it 
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by nitrous air, 1 iuclofed a veflel full of lime wa- 
ter in the jar in which the procefs was made, but 
it occaftoncd no precipitation of the lime; and 
yvhen the veflcl was taken out, after it had been 
in that fituation a whole day, the lime was ealily 
precipitated by breathing into it as ufual. 

It isejcceedingly remarkable that thiseffervefccnce 
and diminution, occafioned by the mixture of ni- 
trous air, is peculiar to common air, or air fit for 
-rcfpiration; and, as far as 1 can judge, from a 
great number of obfervations, is at leaft very 
nearly, ifnot exactly, in proportion to its fitncfa 
for this purpofe; fb that by this means the good- 
nefsof air may be diftinguifhed much more accu- 
rately than it can be done by putting mice, or any 
other animals, to breathe in it. This was a moft 
agreeable difcovcry to me, as I hope it may be an 
uieful one to the public; efpecially as, from this 
time, 1 had no occafion for fo large a (lock of mice 
as I had been ulcd to keep for the purpofe of thefe 
experiments, ufing them only in thole which re- 
quired to be very decifive ; and in thefc cafes I have 
leldom failed to know beforehand in what manner 
they woujd be arre&ed. 

It is alio remarkable that, on whatever account 
air is unfit rbr refpiration, this fame ted is equally 
applicable. Thus there is not the Icaft errerve- 
Icence between nitrous and fixed air, or inflamma- 
ble air, or any fpecies of diminiihed air. Alio the 
degree of diminution being from nothing at all to 
more than one third of the whole of any quantity 
sof air. we are by this means in pofleflion of a pro- 
xiigioufly large lcale, by which we may diftinguifli 
1 very 
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very fmall degrees of difference in the goodnefs 
of air. I have not attended much to this circum- 
ftance, having ufed this teft chiefly for greater 
differences ; but, if I did not deceive myfelf, I 
have perceived a real difference in the air of my 
ftudy, after a few perfons have been with me in 
it, and the air on the outfide of the houfe. Alfo a . 
phial of air having been fent me, from the neigh- 
bourhood of York, it appeared not to be fo good 
as the air near Leeds ; that is, it was not dimi- 
nifhed fo much by an equal mixture of nitrous air, . 
every other circumftance being as nearly the fame 
as I could contrive. It may perhaps be poflible, 
but I have not yet attempted it, to diftinguilh 
fome of the different winds, or the air of different 
times of the year, by this teft. 

By means of this teft I was able to determine 
what 1 was before in doubt about, viz. the kind as 
well as the degree of injury done to air by candles 
burning in it. I could not tell with certainty by. 
means of mice, whether it was at all injured witH 
refpect to refpiration ; and yet if nitrous air mav 
be depended upon for furnifhing. an .accurate teft, it 
muft be rather more than one third worfe than , 
common air, and have been dimimfhed by the 
fame general cauie of the other diminutions of air. 
For when, . after many trials, I put one meafure . 
of thoroughly putrid and highly noxious air, into 
the fame veflel with two meafures of good whole-, 
fome air, and into another veflel an equal quan- 
tity, viz. three meafures of air iu which a candle 
had burned put ; and then put equal quantities of 
nitrous air to each of them, the former was di- 
minifhed rather, more., than the. latter. It agrees 
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toy kind of air that has been diminifhed, and ren- 
dered noxious by any other procefs ; but when it. 
is put to a quantity of nitrous air, it dimi- 
nishes it fo much, that no more than one fourth 
of the original quantity will be left. The efFe& 
of this procefs is generally perceived in five or fix 
hours, about which time the vifible effervefcence 
of the mixture begins ; and in a very fhort time 
it advances fo rapidly, that in about an hour almofl 
the whole effc£k will have taken place. If it be 
fuffered to ftand a day or two longer, the air will 
ftill be diminifhed farther, but only a very little 
farther, in proportion to the firfl diminution. The 
glafs jar, in which the air and this mixture have 
been confined, has generally been fb much heated 
in this procefs, that I have not been able to 
touch it. 

Nitrous air thus diminifhed has not the peculiar 
fmell of nitrous air, but fmeils juft like common 
air in which the fame mixture has flood ; and it 
is not capable of being diminifhed any farther, by 
a frefh mixture of iron and brimftone. 

Common air faturated with nitrous air is alfo 
no farther diminifhed by this mixture of iron 
filings and brimftone, though the mixture fer- 
ments with great heat, and fwells very much 
in it. 

Plants die very foon, both in nitrous air, and 
alfo in common air faturated with nitrous air, but 
efpecially in the former. 

Neither nitrous air, nor common air faturated 
with nitrous air, differs in fpecific gravity from 
common air, or, at leaft, fb little, that I could 

K not 



{ 74 ] 

not be fore of it, fometimes about three pints of 
it (eeming to be about half a grain heavier, and at 
other times as much lighter than common air. 

Having, among other kinds of air, expofed a 
quantity of nitrous air, to water Out of which the 
air had been well boiled, in the experiment to 
-which 1 have more than once referred, as having 
been the occafion of fevcral new and important ob- 
fervations, I found that j.*. of the whole was ab- 
forbed. Perceiving, to my great furprize, that fo 
Very great -a proportion of this land of air was 
mifcible with water, 1 immediately began to agi- 
tate a confiderable quantity of it, in a jar {landing 
in a trough of the fame kind of water; and with, 
about four times as much agitation as fixed air re- 
quires, it was fo far abforbed by the water, that 
only about one fifth remained. This remainder 
extinguifhed flame, and was noxious to animals. 
Afterwards I diminifhed a pretty large quantity of 
it to one eighth of its original bulk, and the re- 
mainder ftill retained much of its peculiar fmell, 
and diminimed common air a little. A moufe 
alfo died in it, but not fo fuddenly as it would 
have done in pure nitrous air. In this operation 
the peculiar fmell of nitrous air is very mamfeft, 
the water being firft impregnated with the airv 
and then tranfmitting it to the common atmos- 
phere. 

This experiment gave me the hint of impreg- 
nating water with nitrous air, in the manner in 
which I had before done it with fixed air j and I 
prefently found that diftilled water would imbibe 
-about one tenth of its bulk of this kind of air, and 
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that it acquired a remarkably acid ancj aftringent 
tafte from it. The fmell of water thus impreg- 
nated is at firft peculiarly pungent. I did not 
chufc to fwallow any of it, though, for any thing 
that I know, it may be perfectly innocent, and 
perhaps, in fome cafes, falutary. 

This kind of air is retained very obftinately by 
water. In an exhauftcd receiver a quantity of 
water thus fatu rated emitted a whitifli fume, fuch 
as fometimes iflucs from bubbles of this air when 
it is firft generated, and alfo ibme air bubbles; 
but though it was liirTered to ftand a long time 
in this fituation, it ft ill retained its peculiar tafte; 
but when it had ftood all night pretty near the 
fire, the water was become quite vapid, and had 
depofited a filmy kind of matter, of which I had 
often collected a confiderable quantity from the 
trough in which jars containing this air bad 
ftood. This I fuppofe to be a precipitate of the 
metal by the folution of which the nitrous air was 
generated. I have not given fo much attention to ic 
as to know, with certainty, in what circumftances 
this depofit is made, any more than I do the mat- 
ter depofited from inflammable air abovemcntioned ; 
for 1 cannot get it, at leaft in any confiderable 
quantity, when I pleafe ; whereas I have often 



The nitrous air with which I made the firft im- 
pregnation of water was extracted from copper ; but 
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ferent kind ; for it was whitifh, whereas the other 
had a yeHowifh tinge. Except the firft' quantity 
of this impregnated water, I could never deprive 
any more that 1 made of its peculiar tafte. I have 
even let fome of it ftand more than a week, in 
phials with their mouths open, and fometimes 
very near the fire, without producing any altera- 
tion in it. 

Whether any of the fpirit of nitre be properly; 
contained in the nitrous- air, and be mixed wittt 
the water in this operation, I have not yet endea- 
voured to determine. This, . however, may. pros 
bably be the cafe, as the fpirit of nitre is in a con-, 
fldorable degree volatile. 

It will perhaps be thought, . that the raoft u fe- 
ral, if not the mod remarkable, of alt the proper- 
ties of this extraordinary kind of air, is its power 
of preferving animal fubftances from putrefac- 
tion, and of reHoring thofe that ate already 
putrid, which it poflcflcs in a far greater degree 
than fixed air. My firft obfervation of this was* 
altogether, cafual. Having found nitrous air to 
fufFer lo great a diminution as I have already men- 
tioned by a mixture of iron, filings and brirhftone,, 
1 was willing to try whether it would be equally 
diminished by other cauies of the diminution of 
common air, efpecially by putrefaction ; and for 
this purpofe I put a dead mouie into a quantity of* 
it, and placed it near the fire, where the ten- 
dency to putrefaction was very great. In this 
cafe there was a confiderable diminution, viz. from 
5^. to ; but not fo great as I had expecled, the 
autifeptic power of the nitrous air having checked ' 
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the tendency to putrefa&ion ; for when, after a 
week, I took the moufe out, I perceived, to my 
very great furprize, that it had no offenfive lmcl 1. 

Upon this I took two other mice, one of them 
juft killed, and the other foft and putrid, and put 
there both into the fame jar of nitrous air, {land- 
ing in the ufual temperature of the weather, in 
the months of July and Auguft of 1772; and 
after 25 days, having obferved that there was little 
or no change in the quantity ot the air, I took the 
mice out; and, examining them, found them both 
perfectly fweet, even when cut through in all 
places. That which had been put into the air 
when juftdeadwas quite firm ; and the flefh of the 
other, which had been putrid and foft, was Hill 
foft, but perfectly fweet. 

In order to compare the antifeptic power of this 
kind of air with that of fixed air, 1 examined a 
moufe which 1 had inclofed in a phial full of fixed 
air, as pure as I could make it, and which I had 
corked very clofe; but upon opening this phial in 
water, about a month after, I perceived that a 
large quantity of putrid effluvium had been gene- - 
fated ; for it rufhed with violence out of the phial j - 
and the fmell that came from it> the moment the 
cork was taken out, was infufferably •• offenfivej 
Indeed Dr. Mac bride fays, that he could only reftore* 
very thin pieces of putrid flefh by means of fixed 
air. Perhaps the antifeptic power of thefe kinds* 
of air may be in proportion to their ncidity. If a 
little pains were taken with this fubject, this re- 
markable antifeptic power of nitrous- air. might- 
pom bly be applied to var ious ufes, perhaps to the. 
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prefervation of the more delicate birds, flfhes, fruits, 
&c. mixing it in different proportions with com- 
mon or fixed air. Of this property of nitrous air 
anatomifts may perhaps avail themfel ves, as animal 
iiabftanccs may by this meaus be preferved in their 
natural foft ftate; but how long it will anfwer for 
this purpofe, experience only can (hew. 

I calcined lead and tin in the manner hereafter 
defcribcd in a quantity of nitrous air, but with 
very little fenfible effect ; which rather lurprized 
mc; as, from the refult of the experiment with th* 
iron filings and brimitonc, I had expected a very 
great diminution of the nitrous air by this procefs, 
the mixture of iron filings and brimftone, and th« 
calcination of metals, having the fame effect upon 
common air, both of them diminiihing it in nearly 
the fame proportion. 

Nitrous air is procured from all the proper me- 
tals by fpirit of nitre, except lead, and from all 
the ferni -metals that I have tried, except zinc. For 
this purpofe I have ufed bifmuth and nickel, with 
fpirit of nitre only, and regulus or antimony and 
platina, with aqua regia. 

I got little or no air from lead by fpirit of nitre, 
and have not yet made any experiments to afcer- 
tain the nature of this folution. With zinc I have 
taken a little pains. 

Four penny weights and feventeen grains of zinc 
diflblved in fpirit of nitre, to which as much water 
was added, yielded about twelve ounce meafures of 
air, which had, in fome degree, the properties of 
nitrous air, making a flight efTervefcence with com- 
mon air, and diminifhing it about as much as ni- 
trous 
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trous air, which had been itfelf diminifted one half 
by wafting in water. The fmell of them both was 
alfo the fame ; fo thatl concluded it to be the fame 
thing, that part of the nitrous air Which is im- 
bibed by water being retained in . this folution. 

In order to difcover whether this was the cafe, I 
made the folution boil in a fand heat. Some air 
came from it in this ftate, which feemed to be the 



or one eighth, by wafting in water. When the 
fluid part was evaporated, there remained a brown- 
fixed 1 ub lb. nee, which was obferved by Mr. Hel- 
lot, who defcribes it, Ac. Par. 1735, M. p* 35. 
A part of this I threw into a fmall red hot cruci- 
ble ; and covering it immediately with a receiver, 
Handing in water, I obferved that very denfe red 
fumes rofe from it, and filled the receiver. This 
rednefs continued ubout as long as that which is 
occafioned by a mixture of nitrous and common 
air ; the air was alio confid'erably diminifted within 
the receiver. This fubftance,. therefore, muft cer- 
tainly have contained within it the very fame 
thing, or principle, on which the peculiar pro- 
perties of nitrous air depend. It is remarkable, 
however, that though the air within the receiver 
was diminifted about one fifth by this procefs, it 
was itfelf as much affected with a mixture of ni- 
trous air, as common air is, and a candle burnt in 
it very well. This may perhaps be attributed to 
fbme effect of the fpirit of nitre, in the composition, 
of that brown fubftance. 

Nitrous air, I find, will be confiderably dimi- 
nifted in its bulk by tending a long time in wa- 
ter, 




ter, about as much as inflammable air is dimi- 
uifhed in the lame circumftances. For this pur- 
pofe I kept for fome months a quart bottle full of 
each of thefe kinds of air ; but as different quanti- 
ties of inflammable air vary very much in this re- 
fpect, it is not improbable but that nitrous air may 
vary alfo. 

From one trial that I made, 1 conclude that ni* 
trous air may be kept in a bladder much better than 
moft other kinds of air. The air to which I refer 
was kept about a fortnight in a bladder, through 
which the peculiar fmell of the nitrous air was 
very fenfible for feveral days. In a day or two the 
bladder became red, and was much contra&ed in 
its dimenfions. The air within it had loft very 
little of its peculiar property of diminifliing com- 
mon air. 

I did not endeavour to afcertain the exact quan- 
tity of nitrous air produced from given quantities 
of all the metals which yield it ; but the few ob- 
fervations which 1 did make for this purpofe I mall 
recite in this place : 



dwt. gr. 

6 o of ulver yielded 

$ 19 of quickfilver 

1 2i of copper 

2 o of brals 

0 20 of iron 

1 5 of bifmuth 
0 12 of nickel 



17$ ounce meafu res 

4i 
Hi 
21 
16 

6 
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VII. 

* 

Of Air infected with the fumes of burn- 
ing CHARCOAL. 

Air infected with the fumes of burning charcoal 
is well known to be noxious ; and the Honourable 
Mr. Cavendim favoured me with an account of fome 
experiments of his, in which a quantity of common 
air was reduced from 180 to 162 ounce meafures, 
by palling through a red-hot iron tube filled with 
the duft of charcoal. This diminution he afcribed 
to fuch a deftruclion of common air as Dr. Hales 
imagined to be the confequence of burning. Mr. 
Cavendim alfo obferved, that there had been a gene- 
ration of fixed air in this procefs, but that it was 
abforbed by fope leys. This experiment I alfo re- 
peated, with a fmall variation of circumftances, and 
with nearly the fame refult. 

Afterwards, I endeavoured to afcertain, by what 
appears to me to be an eafier and a more certain me- 
thod, in what manner air is affected with the fumes 
of charcoal, viz. by fufpending bits of charcoal 
within glafs vcffels, filled to a certain height with 
water, and {tending inverted in another veflcl of 
water, while I threw the focus of a burning mirror, 
or lens, upon them. In this manner I diminimed a 
given quantity of air one fifth, which is nearly in 
the fame proportion with other diminutions of air. 

Some fixed air feems to be contained in charcoal, 
and to be fet loofe from it by this procefs ; for if I 
made ufe of lime-water, it never failed to become 

L turbid. 
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turbid, prcfently after the heat was applied. This was 
the cafe with whatever degree of heat the charcoal had 
been made. If, however, the charcoal had not been made 
witha veryconfiderable degree of heat, there never failed. , 
to be a permanent addition of inflammable air pro* 
duced ; which agrees with what I obferved before,, 
that, in converting dry wood into charcoal, the grcateft. 
part is changed into inflammable air. I have fome- 
timcs found, that charcoal which was made with the 
mod intenfe heat of a fi ruth's fire, which vitrified 
part of a common crucible in which the charcoal was 
confined, and which had been continued above half 
an hour, did not diminifli the air in which the focus 
of a burning mirror was thrown upon it ; a quantity 
of inflammable air equal to the diminution of the 
common air being generated in the procefsj whereas, 
at other times, 1 have not perceived that there was 
any generation of inflammable air, but a perfect 
diminution of common air, when the charcoal had. 
been made with a much lefs degree of heat. This 
fubjedt deferves to be farther inveftigated. 

To make the preceding experiment with ftill more- 
accuracy, I repeated it in quickfilver ; when I perceived- 
that there was a fmall increafe of the quantity of air,, 
from a generation either of fixed or inflammable air,, 
but I fuppofe of the former. Thus it flood without 
any alteration a whole night, and part ofc the following 
day; when lime. water, being admitted to it, it pre- 
fcntly became turbid, and, after forac time, the 
whole quantity of air, which was about four ounce 
meafures, was diminished one fifth, as before. In 
this cafe, I carefully weighed the piece of charcoal, 
which was. exa&ly two grains, and could not find 
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that it was fenfibly diminilhed in weight by the 
operation. 

Air thus diminifhed by the fumes of burning char- 
coal not only extinguiflies flame, but is in the lwghcft 
degree noxious to animals j it makes no effervefcencc 
with nitrous air, and is incapable of being diminished 
any farther by the fumes of more charcoal, by a 
mixture of iron filings and bximftone, or by any other 
caufe of die diminution of air that I am acquainted 
with. 

This obfervation, which refpefts all other kinds 
of diminiihed air, proves that Dr. Hales was mif- 
taken in his notion of the abforption of air in thofc 
circumftances in which he obferved it. For he fup- 
pofed that the remainder was, in all cafes, of the 
fame nature with that which had been abforbed, and 
that the operation of the lame caufe would not have 
failed to produce a farther diminution ; whereas all my 
obfervations not only (hew that air, which has once 
been fully diminifhed by any caufe whatever, is not only 
incapable of any farther diminution, either from the 
fame or from any other caufe, but that it has likewifc 
acquired new properties, moft remarkably different 
from thofe which it had before, and that they are, 
in a great meafure, the fame in all the cafes. Thefc 
circumftances give reafon to fufpedr, that the caufe 
of diminution is, in reality, the fame in all the cafes. 
What this caufe is, may, perhaps, appear ia the 
next courfe of obfervations, 

■ 
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viir. . ' " . 

Of the effect of the calcination of me- 
tals, AND OF THE EFFLUVIA OF PAINT MADE 
WITH WHITE-LEAD AND OIL, ON AlR. 

Having been led to fufpecl, from the experiments 
which I had made with charcoal, that the diminu- 
tion of air in that cafe, and perhaps in other cafes 
alfo, was, in fome way or other, the confequence 
of its having more than its ufual quantity of phlo- 
gifton, it occurred to me, that the. calcination of 
metals, which are generally fuppofed to confift of 
nothing but a metallic earth united to phlogifton,. 
would tend to afcertain the fadt, and be a kind of 
experimentum cruris in the cafe. Accordingly, Tfuf- 
pended pieces of lead and tin in given quantities of 
air, in the fame manner as I had before treated the 
charcoal j and throwing the focus of a burning mir- 
ror or lens upon them, in fuch a manner as to make 
them fume copioufly, I prefently perceived a dimi- 
nution of the air. In the firft trial that I made, I 
reduced four ounce meafures of air to three, which 
is the greateft diminution of common air that I had 
ever obferved before, and" which I account for, by 
fuppofing that, in other cafes, there was not only a 
©auie of diminution, butcaufes of addition alio, either 
of fixed or inflammable air, or fome other perma- 
nently elaftic matter, but that, the effect of the 
calcination of metals being fimply the efcape of phlo- 
gifton, the caufe of diminution was alone and un- 
controuled. 

The 
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j The air, which I had thus diminifhed by calcina- 
tion of lead, I transferred into another clean phial, 
but found that the calcination of more lead in it had 
no farther effect upon it. This air alfo, like that 
wluch had been infe&ed with the fumes of charcoal, 
was in the higheft degree noxious, made no effer- 
vefcence with nitrous air, was no farther diminiflied 
by the mixture of iron filings and brimftone, and was 
not only rendered innoxious, but alfo recovered,, 
in a great meafure, the other properties of common 
air, by warning in water. 

I* might be fufpefted that the noxious quality of 
the air in which lead was calcined, might be owing 
to fome fumes peculiar to that metal; but I found no 
fenfible difference between the properties of this air, 
and that in which tin was calcined. 

The water over which metals are calcined acquires- 
a yellowifli tinge, and an exceedingly pungent fmell. 
and tafte, pretty much, as near as 1 can recollect, for 
I did not compare them together, like that over 
which brimftone has been frequently burned. Alia 
a thin and whitiftv pellicle covered both the furface 
of the water, and like wife the fides of the phial in- 
which the calcination was made, infomuch tliat^ 
without frequently agitating the water, it grew fo. 
opaque by this conftantly accumulating incruftation* 
that the fun beams could not be tranfmitted through 
k in a quantity fufficicnt to produce the calcination. 

I imagined, however,. that, even when this air was- 
transferred into a clean phial, the metals were not fo 
eafily melted or calcined as they were in frefli air 
tor the air being once fully faturatcd with phlogifton, 
may not fo readily admit any more, though it beonly 

to 



to tranfmlt it to the water. I alfo fufpec"ted that 
metals were not eafily melted or calcined in inflam- 
mable, fixed, or nitrous, air, or any kind of di- 
miniflicd air. None of thefe kinds of air fuffered 
any change by this operation ; nor was there any pre- 
cipitation of lime, when charcoal was heated in any 
of thefe kinds of air Handing in lime-water. 

Query. May not water impregnated with phlo- 
gifton from calcined metals, or by any other method, 
be of fome ufe in medicine ? The effect of this im- 
pregnation is exceedingly remarkable ; but the prin- 
ciple with which it is impregnated is volatile, and 
entirely efcapes in a day or two, if the furface of 
the water be expofed to the common atmofphere. 

It mould feem that phlogifton is retained more 
obftinately by charcoal than it is by lead or tin j for 
when any given quantity of air is fully faturated 
with phlogilton from charcoal, no heat that I have 
yet applied has been able to produce any more effect 
upon it j whereas, in the fame circumftances, lead 
and tin may ftill be calcined. The air, indeed, 
can take no more j but the water receives it, and the 
fides of the phial alfo receive an addition of incruft- 
ation. This is a white powdery fubftance, and well 
deferves to be examined. I fliall endeavour to do it 
at my leifarc. 

Lime-water never became turbid by the calcina- 
tion of metals over it j but the colour, fmcll, and 
talle of the water was always changed, and the 
furface of it became covered with a yellow pellicle, 
as before. 

When this procefs was made in quickfilvcr, the air 
was diminifhed only one fifth ; and upon water being 
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admitted to it, no more was abforbed ; which is an- . 
effeft fimilar to that of a mixture of nitrous and 
common air, which was mentioned before. 

The preceding experiments on the calcination of 
metals fuggefted to me a method of explaining the 
caufe of the mifchief which is known to arife from 
frefh paint, made with white lead (which I fuppofe 
is an imperfect calx of lead) and oil. To verify 
my hypothefis, I firft put a fraall pot full of this 
kind of paint, and afterwards (which anfwered much 
better, by expofing a greater furface of the paint) I 
daubed feveral pieces of paper with it, and put them 
under a receiver, and obferved, that in about twenty- 
four hours, the air was diminifhed between one fifth 
and one fourth,, for I did not meafure it very exactly. 
This air alfo was, as I expected to find it, in the 
higheft degree, noxious ; it did not effervefce with< 
nitrous air, it was no farther diminifhed by a mix- 
ture of iron filings and brimftone, and was made 
wholefome by agitation in water deprived of all air. 

I think it appears pretty evident, from the preced- 
ing experiments on the calcination of metals, that air 
is fome way or other diminifhed in confequence of 
being highly charged with phlogiflon, and that agi- 
tation in water reftorcs it, by imbibing a great part 
of the phlogiftic matter. That water has a confider- 
able affinity with phlogiflon, is evident from the 
flrong impregnation which it receives from it. May 
not plants alfo reflore air diminifhed by putrefaction,, 
by abforbing part of the phlogiflon with which it is 
loaded ? The greater part of a dry plant, as well as 
of a dry animal fubflance, confifts of inflammable 
air, or fomething that is capable of being converted: 
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into inflarrimable air ; and it feems to be as probable 
that this pblogiftic matter may have been imbibed by 
the roots and leaves of plants, and afterwards in- 
corporated into their fubftance, as that it is altogether 
produced by the power of vegetation. May not this 
phlogiftic matter be even the moft eflential part of 
the food and fupport of both vegetable and animal 
bodies ? 

In the experiments with metals, the diminution of 
air feems to be the confequence of nothing but a 
frturation with phlogifton ; and in all the other cafes 
of the diminution of air, I do not fee but that it 
may be effeded by the fame means. When a vege- 
table or animal fubftance is diffolved by putrefadion, 
the efcape of the phlogiftic matter (which, together 
with all its other conftituent parts, is then let loofe 
from it) may be the circumftance that produces the 
diminution of the air in which it putrefies. It is 
highly improbable that what remains after an animal 
body has been thoroughly diffolved by putrefadion, 
Ihould yield fo great a quantity of inflammable air, 
as the dried animal fubftance would have done. 
Of this I have not made an adual trial, though I 
have often thought of doing it, and dill intend to 
do it ; but I think there can be no doubt of the 
refult. Again, the iron, by its fermentation with 
brimftone and water, is evidently reduced to a calx, 
fo that phlogifton muft have efcaped from it. Phlo- 
gifton alfo muft evidently be fet loofc by the ignition 
of charcoal, and is not improbably the matter which 
flies off from paint, compofed of white lead and oil. 
Laftly, fince fpirit of nitre is known to have a very 
remarkable affinity with phlogifton, it is far from 
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being improbable that nitrous air may a! To produce 
the fame effect by the fame means. 

To this hypothcfis it may be objected, that, if 
cTiminKhed air be air faturated with phlogifton, it 
ought to be inflammable j but this by no means 
follows, fince its inflammability may depend upon 
fome particular mode of combination, or degree of 
affinity, with which we are not acquainted. Bciides, 
inflammable air fecras to confift of fome other prin- 
ciple, or to have fome other conftituent part, befides 
phlogifton and common air, as is probable from that 
remarkable depofit, which, as I have obferved, is 
made by inflammable air, both from iron and zinc 

It is not improbable, however, but that a greater 
degree of heat may inflame that air which ex- 
tinguishes a common candle, if it could be conveni- 
ently applied. Air that is inflammable, I obferve, 
extinguimcs red hot wood ; and indeed inflammable 
fubftances can only be thofe which, in a certain de- 
gree of heat, have a lefs affinity with the phlogifton 
they contain, than the air, or fome other contiguous 
fubftance, has with k; fo that the phlogifton only 
quits one fubftance, with which it was before com- 
bined, and enters another, with which it may be 
combined in a very different manner. This fubftance, 
however, whether it be air or any thing elfe, being 
•now fully faturated with phlogifton, and not being 
able to take any more, in the fame circumftances, 
muft neceflarily extinguish fire, and put a ftop to 
the ignition of all other bodies, that is, to the farther 
efcapeof phlogifton from them. 

That plants reftorc noxious air, by imbibing the 
phlogifton with which it is loaded, is very agreeable to 
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the conjectures of Dr. Franklin, made many years 
ago, and cxpreflcd in the following extract from the 
laft edition of his Letters, p. 346. 

" I have been inclined to think that the fluid firr y 
** as well as the fluid air, is attracted by plants in 
*« their growth, and becomes confolidated with the 
" other materials of which they are formed, and 
" makes a great part of their fubftance ; that, whcn> 
**' they come to be digefted, and to fuffcr in the 
" veffels a kind of fermentation, part of the fire, as 
• f well as part of the air, recovers its fluid active ftate 
•« again, and diffufes itfclf in the body, digefting and 
«« feparating it j that the fire fo reproduced, by di- 
** geftion and feparation, continually leaving the 

body, its place is fupplied by fiefti quantities, 
" arifmg from the continual fcparation \ that what- 
m ever quickens the motion of the fluids in an ani- 
" mal quickens the feparation, and re-produces 
M more of the fire, as exercife j that all the fire 
** emitted by wood, and other combuftibles, when 
** burning, exifted in them before, in a folid ftate, 
«« being only difcovered when feparating j that fome 
«** foflils, as fulphur, fea-coal, &c. contain a great 
" deal of folid fire j and that, in fhort, what cfcapes 
•* -and is diffipated in the burning of bodies, befides 
** water and earth, is generally the air, and fire,. 
*5 that before made parts of the folid." 

\ IX 
Of Air procured by means of spirit of salt,. 

Being very much ftruck with the refult of an ex- 
periment of die Hon. Mr. Cavendifb, related Phil. , 

Tranf. 
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Tranf. Vol. LVI. p. 157. by which, though, he 
fays, he was not able to get any inflammable air 
from copper, by means of fpirit of fait, he got a 
much more remarkable kind of air, viz. one that 
loft its elafticity by coming into contact with water, 
I was exceedingly defirous of making myfelf ac- 
quainted with it. On this account, I began with 
making the experiment in quickfilver, which I never 
failed to do in any cafe in which I fufpecled that air 
might either be abforbed by water, or be in any other . 
manner affected by it ; and by this means I prefently 
got a much more dillindt idea of the nature and 
effects of this curious folution. 

Having put fome copper filings into a fmall phial, 
with a quantity of fpirit of fait; and making the air, 
which was generated in great plenty, on the appli- 
cation of heat, afcend into a tall glafs vefiel full of 
quickfilver, and ftanding in quickfilver, the whole 
produce continued a confiderable time without any 
change of dimenfions. I then introduced a 
fmall quantity of water to it, when about three 
fourths of it (the whole being about four ounce 
mcafures) prefently, but gradually, difappeared, the 
quickfilver riling in the velTcl. I then introduced a 
confiderable quantity of water ; but there was no 
farther diminution of the air, and the remainder I 
found to be inflammable. 

Having frequently continued this procefs a long 
time after the admiflion of the water, I was much 
amufed with obferving the large bubbles of the newly 
generated air, which came through the quickfilver, 
the fudden diminution of them when they came to 
the water, and the very, fmall bubbles which went 

M 2 through 



E 9* ] 

through the water. They made, however, *. conti- 
nual, though flow, increafe of inflammable air. 

Fixed air, being admitted to the whole produce o£ 
this air from copper, had no fenfible effect upon it.. 
Upon the admiffion of water, a great part of the 
mixture, which, no doubt, was the mod fubtle 
kind of air from the copper, prefently difappeared'; 
another part, which I fuppofe to have been the fixed 
air, was abforbed flowly ; and in this particular cafe 
the very I'm all permanent refiduum did not take fire ;. 
but it is very poflible that it might have done fo,. if: 
the quantity had been greater. 

Lime-water being admitted to the whole produce 
of air from copper became white;, but this I fufpect 
to have arifen from fome other circumftance than the 
precipitation of the lime which it contained. 

Thefolution of lead in the marine acid is attended! 
with the very iame phenomena as the folution of 
copper in the fame acid j about three fourths of the 
generated air difappearing on the contact of water,, 
and the remainder being inflammable. 

The folutions of iron, tin, and zinc, in the marine 
acid, were all attended with the fame phenomena as 
the folutions of copper and lead, but in a lefs degree; 
for in iron one eighth, in tin one fixth, and in zinc 
one tenth of the generated air difappeared on the con- 
tact with water. The remainder of the air from 
iron, in this cafe, burned with a green, or very light 
blue flame. 

I had always thought it fomething extraordinary 
that a fpecies of air mould lofe its elafttcity by tho 
mere contact of any thing, and from the fi r ft fuf- 
pected that it muft have been imbibed, by the water 

that 



[ 93 ] 

that was admitted to it ; but fo very great a quantity 
of this air difappeared upon the admifllon of a very 
fmall quantity of water, that I could not help con- 
cluding that appearances favoured the former hy- 
pothefis. 1 found, however, that when I admitted 
a- much fmaller quantity of water, confined in a 
narrow glafs tube, a part only of the air difappeared; 
and that very (lowly, and that more of it vanished 
upon the admiflion of more water. This obfer- 
vation put it beyond a doubt, that this air was pro- 
perly imbibed by the water, which, being once hilfy 
iaturated with it, was not capable of receiving any 
more. The water thus impregnated tafted very 
acid, even when it was much diluted with other 
water, through which the tube containing it was 
drawn; It even diflblved iron very faft, and gene* 
rated inflammable air. This laft obfervation, toge* 
ther with another which immediately follows, led 
me to the difcovery of the true nature of this re- 
markable kind of air, as it had hitherto been called. 

Happening, at one time, to ufe a good deal of 
copper and a fmall quantity of fpirit of fait, in the gc«t 
Deration of thh kind of air, I was furprized to find that 
air was produced long after, I could not but think that 
the acid muft- have been iaturated with the metal; 
and I alio found that the proportion of inflammable 
air to that which was abforbed by the water con- 
tinually diminished, till, inftead of being one fourth 
of the whole as I had firft obferved, it was not fo 
much as one twentieth. Upon this, I concluded 
that this fubtle air did not' arife from the copper; 
but from the fpirit of fait; and prefently making 
the experiment with the acid only, without any cop- 
4 ' m P«, 
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per, or metal of any kind, this air was immediately 
produced in as great plenty as before ; fo that this 
remarkable kind of air is, in fact, nothing more 
than the vapour, or fumes of fpirit of fait, whiqli 
appear to be of fuch a nature, that they are not liable 
to be condenfed by cold, like the vapour of water, 
and other fluids. This vapour, however, feems to 
loie its elafticity, in fome meafure, gradually, unlefs 
it fhould be thought to be afTefted by the quicjo 
filver, with which it is in contact ; for it was always 
diminished, more or lefs, by (landing. 

This elaftic acid vapour extinguilhes flame, and is 
much heavier than common air; but how much 
heavier, will not be eafy to afcertain. A cylindrical 
glafs veflel, about three fourths of an inch in dia^ 
meter, and four inches deep, being filled with it, 
and turned upfide down, a lighted candle may be 
let down into it more than twenty times before it 
will burn at the bottom. It is pleafing to obfervo 
the colour of the flame in this experiment j for both 
before the candle goes out, and aifo when it is firft 
lighted again, it burns with a beautifulJly green, or 
rather light blue flame, fuch as is ieen when com- 
mon fait is thrown into the fire. 

When this elaftic vapour is all expelled from any 
quantity of fpirit of fait, which is eafily perceived 
hy the vapour being condenfed by cold, the re- 
mainder is a very weak acid, barely capable of dif- 
folving iron. 

Being now in the poiTelfioa of a new fubjeft of 
experiments, viz. an elaftic acid vapour, in the 
form of a permanent air, cafily procured, and 
cffeaually confined by glafs and quickfilver, witfe 

which 
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which it did not fecm to have any affinity ; I im- 
mediately began to introduce a variety of fub- 
ftances to it, in order to afccrtain its peculiar pro- 
perties and affinities, and alfb the properties of thofe 
other bodies with refpeft to it. 

Beginning with water, which, from preceding 
obfervations, I knew would imbibe it, and be- 
come impregnated with it ; I found that 2f grains 
of rain water abforbed three ounce meafures of this 
vapour,, after which it was increafed one third in its 
bulk, and weighed twice as much as before ; fo 
that this concentrated vapour feems to be twice as 
heavy as rain water. Water impregnated with it 
makes the ftrongeft fpirit of fait that I have feen,, 
diflblving iron with the moft rapidity. Confe- 
quently, two thirds of the beft fpirit of fait is no- 
thing more than mere phlegm or water. 

Iron filings, being admitted to this vapour, were 
diflblved by it pretty faft, half of the vapour dis- 
appearing* and the other half becoming inflammable 
air, not abforbed by water. Putting chalk to it, 
fixed ah* was produced. 

I had not introduced many fubftances to this va- 
pour* before 1 difcovercd that it had an affinity with 
phlogifton, fo that it would deprive other fubftances 
of it, and form with it fuch an union as conftitutcs- 
inflammable air ; which feems to (hew, that inflam- 
mable air univerfally confifts of the union of fome 
acid vapour with phlogifton. 

Inflammable air was produced, when to this 
vapour I put fpirit of wine, oil of olives, oil of 
turpentine, charcoal, phofphorus, bees-wax, and 
even fulphur. This laft obfervation, I own, fur- 
prized 
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prized me; for, the marine acid being reckoned the 
weakeft of the three mineral acids, 1 did not think 
that it had been capable of diflodging the oil of 
vitriol from this fubftance.; but I found that it had 
the very fame cffedt, both upon alum and nitre ; the 
vitriolic acid in the former cafe,, and the nitrous in 
the Utter, giving place to the ftronger vapour of 
fpirit of fait. 

The rail of iron, and the precipitate of nitrous air 
made from copper, alfo imbibed this vapour very 
fart, and the little that remained of it was inflam- 
mable air ; which proves, that thefe calces con- 
tain phlogifton. It (eems alfo to be pretty evi- 
dent, from this experiment, that the precipitate 
a"bove-mentioned is a real calx of the metal, by the 
lo hit ion of which the nitrous air is generated. 

As fome remarkable circumftances attend the ab- 
sorption of this vapour of fpirit of fait, by the fub- 
ftanccs above-mentioned, J mail briefly mention 
them. 

Spirit of wine abforbs this vapour as readily as 
water itfelf, and is increafed in bulk by that means. 
Alfo, when it is iaturated, it diflblves iron with as 
much rapidity, and ft ill continues inflammable. 

Oil of olives .abforbs this vapour very flowly, and, 
at the fame time, it turns almoft black, and becomes 
glutinous. It is alfo lefs milciblc with water, and 
acquires a very difagreeable fmell. By continuing 
upon the furface of the water, it became white, and 
its offenfive fmell went off in a few days. 

Oil of turpentine abforbed this vapour very faft, 
turning brown, and almoft black. No inflammable 
air was formed, till I raifed more of the vapour than 
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the oil was able to abforb, and let it (land a comV 
derable time j and ftill the air was but weakly in- 
flammable. The fame was the cafe with the oil of 
olives, in the laft mentioned experiment; and it 
feems to be probable, that, the longer this acid va- 
pour had continued in contadt with the oil, the more 
phlogifton it would have extracted from it. It is 
not improbable, but that, in the intermediate flate* 
before it becomes inflammable air, it may be nearly 
of the nature of common air. 

Bees-wax abfbrbed this vapour very flowly . About 
the bignels of a hazel-nut of the wax being put to 
three ounce meafures of the vapour, the vapour was 
diminiflied onehalf in two days, and, upon the admif* 
Hon of water, half of the remainder alio difappearedt 
This air was ftrongly inflammable. 

Charcoal abforbed this vapour very faft. About 
one fourth of it was rendered immifcible in water, 
and was but weakly inflammable. 

A fmall bit of phofphorus, perhaps about half ft 
grain, fmoked, and gave light in the vapour of fpirit 
of fait, juft as it would have done in common air 
confined. It was not fenfibly wafted after continuing 
about twelve hours in that ftate, and the bulk of the 
vapour was very little diminiflied. Water being ad- 
mitted to it abforbed it as before, except about one 
fifth of the whole, which was but weakly inflam* 
mable. 

Putting feveral pieces of fulphur to this vapour* 
it was abforbed but flowly. In about twenty-four 
hours about one fifth of the quantity had difappeared ; 
and water being admitted to the remainder, very little 
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more was abforbed. The remainder was inflammable, 
and burned with a blue flame. 

Nowithftanding the affinity which this vapour of 
fpirit of ialt appears to have with phlogifton, it is not 
capable of depriving all bodies of it. I found that 
.dry wood, crofts of bread, and raw flem, very 
readily imbibed this acid vapour, but did not part 



ftances turned very brown, after they had been fome 
time expofed to this vapour, and tafted very ftrongly 
of the acid when they were taken out j but the fleih, 
when warned in water, became very white, and tho 
fibres eafily feparated from one another, even moro 
than they would have done if it had been boiled oc 
roafted. 

When I put a piece of faltpetre to this vapour, it 
was prefently furrounded with a white fume, which 
foon filled the whole veffel, exactly like the fume 
which burfts from the bubbles of nitrous air, when 
it is generated by a vigorous fermentation, and fuch 
as is fcen when nitrous air is mixed with this vapouc 
of fpirit of fait. In about a minute, the whole quan- 
tity of vapour was abforbed, except a very fmall quan- 
tity, which might be the common air that had 
lodged upon the furfacc of the fpirit of (alt within 
the phial. 

A piece of alum expofed to this vapour turned ycl- 
Utw, abforbed it as fa{t as the faltpetre had done, and 
was reduced by it to the form of a powder. The 
Surface both of the nitre and alum was, I doubt not, 
changed into common fait, by this procels. Common 
fait, as might be expected, had no effect whatever on 
this vapour. 
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From conGdering the affinity which this vapour 
has with phlogifton, I was induced to try the effect 
of a mixture of it with nitrous air. Accordingly, to 
two parts of this vapour, I put one part of nitrous 
air, and, in about twenty-four hours, the whole was 
diminiflied to fomething kfi than the original quan- 
tity of the vapour, and was no farther diminifhed by 
the admiflion of water. Holding the flame of a 
candle over this air, the lower part of it burned green, 
but there was no fenfiblc cxplofion. At different 
times I collected 2| ounce meafures of this mixture 
of air; but, upon agitating it in rain-water, it was 
prefcntly diminifhed to I i ounce meafures. In this 
ilate it efFcrvefced with nitrous air, and was confi- 
derably diminimed by it, but not fo much as com- 
mon air. Some allowance, no doubt, mail be made 
for the fmall quantities of common air, which lodged 
on the top of my phials, when I raifed the fume from 
the fpirit of fait ; but, from the precautions that I 
made ufe of, I think that very little is to be allowed 
to thiscircumftance ; and, upon the whole, I am of 
opinion, that this experiment is an approach to the 
generation of common air, or air fit for refpiration. 

1 had alfo imagined, that if air diminimed by the 
procefles above-mentioned was affected in this man- 
ner, in confequence of its being faturatcd with phlo- 
gifton, a mixture of this vapour might imbibe that 
phlogifton, and render it wholefome again ; but I put 
about one fouith of this vapour to a quantity of air 
in which metals had been calcined, without making 
any fenfible alteration in it. I do not, however, in- 
fer from this, that air is not diminifhed by means of 
phlogifton, fince the air, like fome other fubffances, 
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may hold the phlogifton too faft, to be deprived of it 
by this acid vapour. 

I (hall conclude my account of the ft experiments 
with obferving, that the elearic fpark is vifible in, 
the vapour of fpirit of fait, exactly as it is in common 
air ; and though I kept making this fpark a confi- 
derable time in a quantity of it, I did not perceive 
that any fenfible alteration was made in it. A little 
inflammable air was produced, but not more than 
might have come from the two iron nails which 1 
made ufe of in taking the fparks. 

X. 

Miscellaneous Observations.. 

Many of the preceding obfervations relating to 
the vinous and putrefactive fermentations, I had 
the curiofity to endeavour to afcertain in what 
manner the air would be affected by the acetous 
fermentation. For this purpofe I inclofed a phial 
full of fmall beer in a jar ftanding in water, and 
obferved that during the flrft two or three days 
there was an increafe of the air in the jar, but 
from that time it gradually decreafed, till at length 
there appeared to be a diminution of about °f 
the whole quantity. During this time the whole 
filrface of it was gradually covered with a fcum,. 
beautifully corrugated. After this there was an 
increafe of the air till there was more than the 
original quantity ; but this muft have been fixed 
air, not incorporated with the reft of the mafs ; for, 
withdrawing the beer, which I found to be four, 
after it had flood 1 8 or 20 days under, the jar, and 
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pafling the air feveral times through cold water, 
the original quantity was diminifhed about |. In 
the remainder a candle would not burn, and a 
moufe would have died prefently. The fmell of 
this air was exceedingly pungent, but different from 
that of the putrid effluvium. A moufe lived per- 
fectly well in this air, thus affected with the ace- 
tous fermentation ; after it had flood feveral days 
mixed with four times the quantity of fixed air. 

All the kinds of factitious air on which I have 
yet made the experiment are highly noxious to 
animals, except that which is extracted from fait* 
petre, or alum ; but in this even a candle burned juft 
as in common air. In one quantity which I got from 
falt-petre a candle not only burned, but the flame 
was increaied, and fomething was heard like a 
hifling, fimilar to the decrepitation of nitre in an 
open fire. This experiment was made when the 
air was frefh made, and while it probably con- 
tained fome particles of nitre, which would have 
been depofited afterwards. The air was extracted 
from thefe fubftances by putting them into a gun 
barrel, which was much corroded and foon fpoiled by 
the experiment. What effect this circumftance 
may have had upon the air I have not confidcred. 

November 6, 1772, I had the curiofity to exa- 
mine the (late of a quantity of this air, which had 
been extracted from falt-petre above a year, and 
which at firft was perfectly wholcfome ; when, to 
my very great furprize, I found that it was be- 
come,, in the highefr. degree, noxious. It made 
no efferv efcence with nitrous air, and a moufe died 
the moment it was put into it. I had nor, how- 
ever, warned it in rain water quite ten minutes 
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(and perhaps lefs time would have been fufficient) 

when I found, upon trial, that it was rcflored to 
its former perfectly wholefome ftate. It cfter- 
• voiced with nitrous air as much as the bcfl common 
air ever does, and even a candle burned in it very 
well, winch 1 had never before obferved of any kind 
of noxious air meliorated by agitation in water. 
This lories of facls, relating to air extracted from 
nitre, appear to me to be very extraordinary and 
important, and, in able hands, may lead to confi- 
derable diicoveries. 

There are many fubftanccs which impregnate the 
air in a very remarkable manner, but without 
making it noxious to animals. Among other things 
I tried volatile alkaline falts, and camphire, the 
latter of which I melted with a burning glafs, in 
air inclofcd in a phial. The moufe which was put 
into this air fneezed and coughed very much, efpe- 
cially after it was taken out; bat it preiently re 
covered, and did not appear to have been ienfibiy 
injured. 

Having made fevcral experiments with a mixture 
of iron filings and brimftonc, kneaded to a pafte 
with water, 1 had the curiofity to try what would 
be the erVecl: of iubftituting brais duft in the place 
of tiie iron filings. The refult was, that when 
this mixture had flood about three weeks, in a 
given quantity of air, it had turned black, but was 
not increaied in bulk. The air alfo was neither 
ienfibiy increaied nor decreafed, but the nature of 
it was changed, for it extinguifhed flame, it would 
have killed a moufe prefently, and was not rcAoreU 
by fixed air, which had been mixed with it fcveral 
days. 

1 have 
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I have frequently mentioned my having at on* 
time, expofed equal quantities of differed ki„* of 
air in jars Handing in boiled water "Thi 0 

and the remainder extinguished flame Th; 
pcnmcnt demonstrates that water doe, nl I 

g»imed a ca„d 1 c,butaZu , fel^1;~H* 
At another t.me a, candle barely went nn7,l 

time;'/,"" °" e « ote" 

cry airrerent degrees of diminution. This dif- 
ference I attribute to the differences in tht *\ c 
the water with refpeft to the 2 L \ • ?f te of 
foriomerimes it h^^C^K^l' 
times before I made ufe of it rfir , , , ? thcr 
water, rain water, and £ ou ^ffl"* 1 cJ 
had been pumped,.promilcuoufl» with rai?> . , 
I even douht not but that, in a ««J T A Wa,er - 
water, there might be no fenfihE fff 0t ,he 
bulk of the ngitfted air ^ at tfe '? 'I* 
procds it would ext,n g „ im S ffflj * e f ™ ? °' « he 
phcd from the water in the place J ,h , fi 1 - 
the common air which had tcTa"^ " *"* 

Jt is ccrtamly a little eatraordinnrv rl,,,'.i 
fame procefs tf/ould lb far men S ah « . " 7 
duce ,t to the ft.UKbrd.of an- in wine c .' d ^'? re " 
hurncd out ; and yet that itfhould In L ,V '' Ve 
«.onand whole4c,ir, ^J&TSZZ 



the fame ftandard : but fo the facl certainly is. If 
air extinguifh flame in confequence of its being 
previoufly fatu rated with phlogifton, it muft, in 
this cafe, have been transferred from the water 
to the air. 

To a quantity of common air, thus diminifhed 
by agitation in water, till it extinguished a candle, 
I put a plant, but it did not fo far reftore it as 
that a candle would burn in it again ; which to 
me appeared not a little extraordinary, as it did 
not feem to be in a worfe ft ate than air in which 
candles had burned out, and which had never 
failed to be reftored by the fame means. I had 
no better fuccefs with a quantity of permanent 
^ir ; which I had collected from my pump water. 
Indeed thefe experiments were begun before I 
was acquainted with that property of nitrous air, 
which makes it fo accurate a meafure of the good- 
nefs of other kinds of air ; and it might perhaps 
be rather too late in the year when I made the 
experiments. Having neglected thefe two jars of 
air, the plants died and putrefied in both of them ; 
and then I found the air in them both to be highly 
noxious, and to make no effervefcence with nitrous 
air. 

1 found that a pint of my pump water con- 
tains about one fourth of an ounce meafure of air, 
one half of which was afterwards abforbed by 
ftanding in frefli pump water. A candle would 
»ot burn in the air, but a moufe lived in it very 
well. Upon the whole, it feemed to be in about 
the fame ft ate as air in which a candle had burned 
cut. i 

As 



I once imagined that, by mere (tagnation, air 
might become unfit for refpiration, or at leaft for 
the burning of candles; but if this be the cafe, 
and the change be produced gradually, it muft 
require a long time for the '•purpofe. For on the 
2id of September 1772, I examined a quantity of 
common air, which had been kept in a phial, 
without agitation, from May 1771, and found it 
to be in no refpe& worfe than frcfli air, even by 
the teft of the nitrous air. 

The cryftallization of nitre makes no fenfible 
alteration in the air in which the procefs is made* 
For this purpofe I diflblved as much nitre as a 
quantity of hot water would contain, and let it 
cool under a receiver, (landing in water. 

November 6, 1772, a quantity of inflammable 
air, which, by long keeping, had come to ex- 
tinguifh flame, Iobferved to fmell very much like 
common air in which a mixture of iron filings 
and brimftone had flood. It was not, however, 
quite fo ftrong, but it was equally noxious. 

Bifmuth and nickel are diflblved in the marine 
acid with the application of a confiderable degree 
of heat ; but little or no air is got from either of 
them; but, what I thought a little remarkable, 
both of them fmelled very much like Harrowgate 
water. This fmell I have met with feveral times 
in the courfe of my experiments* and in proceffes 
very different from one another* 

As I generally made ufe of mice in the ex- 
periments which relate to relpiration, and fome 
perfons may chufe to repeat them after me, and 
piirfue them farther than I have done ; it may be 
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of life to them to be informed, that I kept them 
without any difficulty in glafs receivers, open at 
the top and bottom, and having a quantity of 
paper, or tow, in the infide, which mould be 
changed every three or four days ; when it will 
be moft convenient alfo to change the veflcl, and 
tvafh it. But they muft be kept in a pretty exact 
temperature, for either much heat or much cold 
kills them prefently. The place in which I have 
generally kept them is a lhelf over the kitchin 
tire place, where, as it is ufual in Yorkfhire, the 
fire never goes out ; fo that the heat varies very 
little ; and I find it to be at a medium about 70. 
degrees ©(Fahrenheit's thermometer. When they 
had been made to pafc through the water, as they, 
neceflarily muft be, in order to a change of air, 
they require, and will bear a very conliderable de- 
gree of heat, to warm and dry them. 

I found, to my great furprize, in the courfe of 
thefe experiments, that mice will live Intirely 
without water v for "though I have kept fome of, 
them for three or four months, and have offered* 
them water feveral times, they would never talre . 
it; and yet they continued in perfect health and, 
vigour. Two or three of them will live very 
peaceably together in the fame veflelj. plough I 
had one inftance of one rnoufe tearing another, 
almoft iu pieces, though there was plenty of: 
. provifions for both of them. , . 

The apparatus with which the principal of' 
the preceding experiments were made is exceed- 
ingly fimple, and cheap. The drawing annexed 
exhibits a view of every thing that \$,moR im- 
portant m it. 

A is 
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A is an oblong trough, about eight inches 
deep, kept nearly full of water, and B, B are jars 
(landing in it, about ten inches long, and two and 
a half wide j fuch as I have generally ufed for 
electrical batteries. 

G, C are flat (tones, funk about an inch, or half 
an inch, under the water, on which *effels of any- 
kind may be conveniently placed, during a courfe 
of experiments. 

D,D are pots nearly full of water, in which 
jars or phials, containing any kind of air, to which 
plants or any other fubftances may be expofed, 
and having their mouths immerled in water ; fo 
that the air in the infide can have no communication 
with the external air. 

E is a fmall glafs veflel, of a convenient fize foe 
putting a moufe into it, in Order to try the whole- 
ibmenefe of any kind of air that it may contain. 

F is a cylindrical glafs veflel, five inches iu length, 
and one in diameter, very proper for trying whe- 
ther auy kind of air will admit a candle to bum 
in it. For this purppfe a bit of wax candle, G, 
may be fattened to the end of a wire, H, and 
turned up hi fuch a manner as to be let down into 
the veflel with the flame upwards. The veflel 
mould be kept carefully covered till the moment 
that the candle is admitted to it. In this manner 
I have frequently extinguiflied a candle above 
twenty times in one -of thefe veflels full of air, 
though it is impoflible to dip the candle into it, 
without giving the external ait an opportunity of 
mixing with it, more or lets. 
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I is a funnel of glafs or tin, which is neceflary 
for transferring air into veflels which have narrow 
mouths. 

K is a glafs fyphon, which is very ufeful for 
drawing air out of a veflel which has its mouth 
immeried in water, and thereby raifmg the water 
to whatever height may be moft convenient. I do 
not think it by any means fafe to depend upon a 
valve at the top of a veflel, which Dr. Hales very 
often made ufe of-, for, fiuce my firft difappoint- 
menfs, I have never thought the communication 
between the external and internal air fufficiently 
cut off, unlefs glafs, or a body of water, or, in 
fome cafes, quickfilver, have intervened between 
them. 

L is a piece of a gun barrel, clofed at one end, 
having the item of a tobacco-pipe luted to the 
other. To the end of this pipe I fometimes fatten- 
ed a flaccid bladder, in order to receive the air dis- 
charged from the fubftance contained in the bar- 
rel ; But, when, the air was generated flowly, I com- 
monly contrived to put this end of the pipe under 
a veflel full of water, and Handing with its mouth 
inverted in another, veflel of water, that the new 
air might have a more perfect feparation from the 
external air than a bladder could make. 

M is a fmall phial containing (brae mixture that 
will generate air. This air pali'es through a bentj 
glafs tube inferted into the cork at one end, and 
going under the edge of the jar N at the other ; 
the jar being placed with part of its mouth pro- 
jecting beyond the flat ftones C C for that pur-, 

AN 
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AN APPENDIX, 

Containing an account of fomc experiment* 
made by Mr. Hey, which prove that there 
U no oil of vitriol in water impregnated 
with fixed air extracted from chalk by oil 
of vitriol ; and alio a letter from Mr. Hey, to 
Dr. Prieftley, concerning the effects of 
fixed air applied by way of clyftcr. 

Experiments to prove THAT THERE IS NO- 
oil of vitriol in water impregnated 
with fixed Air* 

It having been fuggefted, that air arifiug from 
a fermenting mixture of chalk and oil of vitriol 
might carry up with it a fmall portion of the 
vitriolic acid, rendered volatile by the aft of fer- 
mentation ; I made the following experiments, in 
order to difcove.r whether the acidulous tafte, 
which water impregnated with iuch air affords^ 
was owing to the prefence of any acid r or only to» 
the fixed air it had abforbed; 

Experiment L , 

I mixed a tea-fpoonful of fyrup of violets with* 
an ounce of diftilled water, iaturated with fixed 
air procured from chalk by means of the vitriolic- 
acid; but neither upon the firft mixture, nor after 
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(landing 24 hours, was the colour of the fyrup at 
all changed, except by its fimple dilution. * 

Experiment II. 

A portion of the fame diftilled water, unim- 
pregnated with fixed air, was mixed with the 
fyrup in the fame proportion : not the leaft differ- 
ence in colour could be perceived betwixt this 
and the above mentioned mixture. 

Experiment III. 

One drop of oil of vitripl being mixed with a 
pint of the fame diftilled water, an ounce of thia 
water was mixed with a tea-fpoonful of the fyrup. 
This mixture was very diftinguifhable in colour 
from the two former, having a purplifli caft, which 
the others wanted. 

1 

Experiment IV. 

, The diftilled water impregnated with fo fmall a 
quantity of vitriolic acid having a more agreeable 
tafte than when alone, and yet manifefting the 
pretence of an acid by means of the fyrup of vio- 
lets ; I fubjected it to (bme other tefts of acidity. 
It formed curds when agitated with foap, lathered 
with difficulty, and very imperfectly ; but not the 
leaft ebullition could be difcovered upon droppingin 
fuirit of fal ammoniac, or folution of fait of tartar, 
chough I had taken care to render the latter free 
from caufticity by impregnating it with fixed air. 

Ex- 
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Experiment V. 

The diftilled water faturated with fixed air neither 
effervefced, nor (hewed any clouds, when mixed with 
the fixed or volatile alkali. 

i 

\ * • 

Experiment VL 

No curd was formed by pouring this water upon 
an equal quantity of milk, and boiling them toge- 
ther. 

Experiment VII. 

When agitated with foap, this water produced 
curds, and lathered with fome difficulty ; but not fo 
much as the diftifled»water mixed with vitriolic acid 
in the very fmall proportion above-mentioned. The 
fame diftilled water without any impregnation of 
fixed air lathered with foap without the leaft previous 
curdling. River water, and a pleafant pump water 
not remarkably hard, were compared with thefe. 
The former produced curds before it lathered, but 
not quite in fo great a quantity as the diftilled water 
impregnated with fixed air: the latter caufed a 
ftronger curd than any of the others above-men- 
tioned. 

Experiment VIII. 

Apprehending that the fixed air in the diftilled 
water occafioned the coagulation, or feparation of 
the oily part of the foap, only by deftroying the 
caufticity of the lixivium, and thereby rendering the 
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onion Iefs perfect betwixt that and the tallow, and 
not by the prefence of any acid j I impregnated a 
frefli parcel of the fame diitilled water with fixed 
air, which had pafled through half a yard of a wide 
barometer tube filled with, fait of tartar ; but this 
water caufed the fame curdling with foap as the former 
had done, and appeared in every refped to be exactly 
the fame. 

Experiment IX. 

Di (tilled water faturated with fixed air formed a 
white cloud and precipitation, upon being mixed 
with a iolution of jeecharum fatumi. I found like- 
wife, that fixed air, after pafling through the tube 
filled with alkaline fait, upon being let into a phia! 
containing a folution of the nfctallic fait in diftilleoV 
water, caufed a perfect fcparation of the lead, in form 
of a white powder j for the water, after this precipi- 
tation, fliewed no cloudinefs upon a Ircfli mixture of 
the fubftances which had before rendered it opaque.. 
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A Letter from Mr. Hey to Dr. Priestley, con- 
cerningthe Effects of fixed Air applied by way 
of Clyftcr. 

Leeds, Feb. 15th, 1772. 

Reverend Sir, 

Having lately experienced the good efFe&s of 
fixed air in a putrid fever, applied in a manner, I 
believe, not heretofore made ufe of, I thought it 
proper to inform you of the agreeable event, as 
the method of applying this powerful corrector 
of putrefaction took its rife principally from your 
observations and experiments on factitious air ; 
and now, at your requeft, I fend the particulars 
of the cafe 1 mentioned to you, as far as concerns 
the adminiftration of this remedy. 

January 8, 1772, Mr. Lightbowne, a young 
gentleman who lives with me, was feized with a 
fever, which, after continuing about ten days, 
began to be attended with thofe fy mptoms that 
indicate a putrefcent ftate of the fluids. 

1 8th, His tougue was black in the morning 
when I firft vifitcd him, but the blacknefs went 
off in the day-time upon drinking : He had begun 
to doze much the preceding day, and now he took 
little notice of thofe that were about him : His 
belly was loofe, and had been fo for fome days : 
his pulfe beat no ftrokes in a minute, and was 
rather low : he was ordered to take twenty five 
grains of Peruvian bark with five of tormentill 
root in powder every four hours, and to ufe red 
wine and water cold as his common drink. 
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19th, I was called to vifit him early in the 
morning, on account of a bleeding at the nofc 
which had come on : he loft about eight ounces 
of blood, which was of a loofe texture : the 
haemorrhage was fupprefled, though not without 
fome difficulty, by means of tents made of loft 
lint, dipped in cold water ftrongly impregnated 
with tin&ure of iron, which were introduced 
within the noftrils quite through to their pofterior 
apertures; a method which has never yet failed 
me in like cafes. His tongue was now covered, 
with a thick black pellicle, which was not di- 
miniflied by drinking : his teeth were furred with 
the fome kind of fordid matter, and even the roof 
of his mouth and fauces were not free from it : 
lii s loofenefs and ftupor continued, and he was 
almoft incefiantly muttering to himfclf : he took 
this day a fcruplc of the Peruvian bark with ten 
grains of tormentill every two or three hours : 
a ftarch clyfter containing a drachm of the com- 
pound powder of bole, without opium, was given 
morning and evening : a window was fet open in 
his room, though it was a fevere froft, and the 
floor was frequently fprinkled with vinegar. 

20th, He continued nearly in the fame (rate:- 
when rouzed from his dozing, he generally gave 
a lenfible anfwer to the queftions aiked him ; but 
he immediately rclapfed, and repeated his mutter- 
ing. His ikin was dry, and harm, but without 
petechia. He fometimes voided his urine and 
fa-ces into the bed, but generally had fenfe enough 
to aik for the bed-pan : as he now naufeated the 
bark in fubftance, it was exchanged for Huxham's 
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tincture, of which he took a table-fpoonful every 
two hours in a cup full of cold water: he drank 
fomctimes a little of the tincture of rofes, but 
his common liquors were red wine and water, or 
rice water and brandy acidulated with elixir of 
vitriol : before drinking, he was commonly requefl- 
cd to rinfe his mouth with water to which a little 
honey and vinegar had been added. His loofenefs 
rather increaied, and the {tools were watery, 
black, and foetid : It was judged neceflary to mo- 
derate this difcharge, which fcemcd to fink him, 
by mixing a drachm of the theriaca Andvomachi 
with each clyfter. 

21 ft. The fame putrid fvmptoms remained, and 
a fubfultns tendinum came on : his ftools were more 
foetid; and fo hot, that the nurfe aflured me flic 
could not apply her hand to the bed-pan, imme- 
diately after they were dilcharged, without feeling 
pain on this account : The medicine and clyfters 
were repeated. 

Reflecting upon the difagreeable neceflity we 
feemcd to he under of confining this putrid matter 
in the inteftines, left the evacuation mould dcflroy 
the vis vita before there was time to correct its 
bad quality, and overcome its bad effects, by the 
means we were ufing ; I confidered, that, if this 
putrid ferment could be more immediately cor- 
rected, a ftop would probably be put to the flux, 
which feemed to arile from, or at lcaft to be en- 
crealed by it; and the fames of the difeafe would 
likewife be in a great meafure removed. I thought 
nothing was fo likely to effect this, as the intro- 
duction of fixed air into the alimentary canal, 
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which, from the experiments of Dr. Macbride, an<f 
thofe you have made lince his publication, appears 
to be the moft powerful corrector of putrefaction 
hitherto known. I recollected what you had recom- 
mended to me as deferving to be tried in putrid dif- 
eafes, I mean, the injection of this kind of air by 
way of clyfter, and judged that in the prefent cafe 
fuch a method was clearly indicated. 

The next morning I mentioned my reflections to 
Dr. Hird and Dr. Crowther, who kindly attended 
this young gentleman at my requefr, and propofed 
the following method of treatment, which, with 
their approbation, was immediately entered upon* 
We fkft gave him five grains of ipecacoanha, to 
evacuate in the moft eafy manner part of the putrid 
col/uvies: he was then allowed to drink freely of 
brifk orange- wine, which contained a good deal of 
fixed air, yet had not loft its fweetnefs: the tincture 
of bark was continued as before} and the water, 
which he drank along with it, was impregnated 
with fixed air from the atmofpherc of a large vat of 
fermenting wort, in the manner I had learned fronv 
you : inftead of the aft ringenr, air alone was injected,, 
collected from a fermenting mixture of chalk and oil 
jf vitriol : he drank a bottle of orange- wine in the 
courfe of this day, but refufed any other liquor ex- 
cept water and his medicine : two bladders full of 
air were thrown up in the afternoon. 

23d. His ftools were lefs frequent} their heat 
likewife and peculiar fator were confiderably dimi- 
nished: his muttering was much abated, and the 
jubfultus tendinum had left him. Finning that part 
c-f the air was rejected when given with a bladder in, 
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the ufual way, I contrived a method of injecting it 
which was not fo liable to this inconvenience. I 
took the flexible tube of that inftrument which is 
ufed for throwing up the fume of tobacco, and tied 
a fmall bladder to the end of it that is connected 
with the box made for receiving the tobacco, which 
I had previoufly taken off from the tube : I then put 
fome bits of chalk into a fix ounce phial until it was 
half filled ; upon thefe 1 poured fuch a quantity of 
oil of vitriol as I thought capable of faturating the 
chalk, and immediately tied the bladder, which I 
had fixed to the tube, round the neck of the phial : 
the clyfter pipe, which was fattened to the other end 
of the tube, was introduced into the anus before the 
oil of vitriol was poured upon the chalk.. By this 
method the air palled gradually into the inteftines 
as it was generated ; the rejection of it was in a great 
meafore prevented j and the inconvenience of keep- 
ing the patient uncovered during the operation was 
avoided. 

24th, He was fo much better, that there feemed: 
to be no neceflity lor repeating the clyflers: the 
other means were continued. The window of his 
room was now kept fliut. 

25th, All the fymptoms of putrefcency had left 
him j his tongue and teeth were clean j there re- 
mained no unnatural blackneis or Jcetor in his ftools,. 
which had now regained their proper confidence ; 
his dozing and muttering were gone offj.and the 
dif agreeable odour of his breath and perfpiration was 
no longer perceived. He took nourishment to-day,, 
with pleafurej and, in die afternoon, fat up an hour 
in his chair. 

His 
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His fever, however, did not immediately leave 
him; but this we attributed to his having caught cold 
from being incautioufly uncovered, when the win- 
dow was open, and the weather extremely fevere ; for 
a cough, which had troubled him in lome degree 
from the beginning, increafed, and he became like- 
wife very hoarfe for feveral days, his pulfe, at the 
fame time, growing quicker : but thele complaints 
alio went off, and he recovered, without any return 
of die bad fymtoms above-mentioned. 

I am, Reverend Sir, 

Your obliged humble fervant, 

W m Hey. 

P. S. 

Oaobcr 29, 177 j. 

Fevers of the putrid kind have been fo rare in this 
town, and in its neighbourhood, fince the com- 
mencement of the prefent year, that I have not had 
an opportunity of trying again the effects of fixed air, 
given by way of clyfter, in any cafe exactly fimilar 
to Mr. Lightbowne's. I have twice given water fa- 
turated with fixed air in a fever of the putrefcent 
kind, and it agreed very well with the patients. 
To one of them the aerial clyfters were adminiftred, 
on account of a loofenefs, which attended the fever, 
though the ftools were not black, nor remarkably 
hot or fcetid. 

Thefc 
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Thefc clyfters did not remove the loofcnefs, though 
there was often a greater interval than ulual betwixt 
the evacuations, after the injection of them. The 
patient never complained of any uneafy detention of 
the belly from the air thrown up, which, indeed, is 
not to be wondered at, considering how readily this 
kind of air is abforbed by aqueous and other fluids, 
for which fufHcient time was given, by the gradual 
manner of' injecting it. Both thofe patients reco- 
vered, though the ufe of fixed air did not produce a 
crifis before the period on which fuch fevers uiually 
terminate. Thev lud neither of them the opportu- 
nity of drinking luch wine as Mr. Lightbowne took 
after the life of fixed air was entered upon j and 
this, probably, was iome difadvantagc to them. 

i find the methods of procuring fixed air, and im- 
pregnating wnter with it, which you have publifhcd,. 
are preferable to thole I made uie o£ in Mr. Light- 
bowne's cafe. 

The flexible tube ufed for conveying the fume of 
tobacco into the inteftmcs, I find to be a very con- 
venient inftru.ment in this cafe, by the method be- 
fore-mentioned (only adding water to the chalk, be- 
fore the oil of vitriol is intbhed, as you direct): the 
injection of air may be continued at pleafure, without 
any other inconvenience to the patient, than what 
may arile from his continuing in one pofition during 
the operation, which icarcely deferves to be men- 
tioned, or from the continuance of the clyfter-pipc 
within the anus, which is but trifling, if it be not 
fhaken much, or puihed againft the rectum. 

When I faid in my letter, thar fixed air appeared 
to be the greateft corrector of putrefaction hitherto- 

P 4 known, 
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known, your philofophical refearches had not then- 
made you acquainted with that moft remarkably an- 
tifeptic property of nitrous air. Since you favoured 
me with a view of fome aftoniming proofs of this, I 
have conceived hopes, that this kind of air may like- 
wile be applied medicinally to great advantage. 

W. H. 

A Correction. 

Upon re-examining Dr. Hales*s account of hi$ 
experiments to meafure the diminution of air by re- 
Ipiration (Statical Effays, Vol.1, p. 238, 4th edition), 
I find an error of the prefs, of -,\ for T ' r j fo that the 
diminution of air by rti pi ration, though very various, 
is, I believe, always considerably lefs than by putre* 
faction, or feveral other caufes of diminution. But 
though I have mentioned this diminution as equal to 
feveral others, nothing material depends upon it ;. 
die quality of the air thus diminished being, in all 
refpefts, the fame, notwithstanding the caufe of in- 
creafc (which, as 1 have obferved, in this and other 
cafes, co-operates with the caufe of diminution) be 
greater than I had fuppofed. 

I did not endeavour to meafure the quantity of the 
diminution of air by refpiration, as I did that by 
other caufes ; becaufe I imagined that it had been 
done sufficiently by others, and efpecially by Dr. 
Hales. 

THE END. 



